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mouse model (Xu et al), 406 

peripheral and central nicotinic receptors in micturition reflex in 
rats (Masuda et al), 374 

periurethral injection of sustained release basic FGF improves 
contractility of rat urethra (Takahashi et al), 819 

pig striated urethral sphincter and sphincter insufficiency treat- 
ments (Zini et al), 2729 

radiation induced late damage to small blood vessels in mouse 
bladder (Jaal and Dérr), 2696 

renal parenchymal response to single and multiple cryoablation 
probes (Weld et al), 784 

schedule dependent efficacy of gefitinib and docetaxel for bladder 
cancer (Kassouf et al), 787 

selective alA-adrenoceptor antagonist inhibits detrusor overac- 
tivity in rat BPH model (Tatemichi et al), 1236 

steroid receptors and mammalian penile development (Willing- 
ham et al), 728 

stress-induced VEGF release from mouse bladder explants (Cao 
et al), 1208 

time dependent changes in diabetic cystopathy in rats (Danesha- 
gari et al), 380 
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transvesical endoscopic peritoneoscopy (Estevao-Lima et al), 802 
ultrasonography for radio frequency ablation of canine prostates 
(Liu et al), 1654 
urethral closure mechanisms in rat birth trauma model (Kamo et 
al), 2711 
Antiandrogens 
bicalutamide early prostate cancer program: findings of North 
American Trial at 7.7-year median followup (McLeod et al), 
75 
effect of ADT on fasting serum lipid and glucose parameters 
(Yannucci et al), 520 
PSA expression does not necessarily correlate with prostate can- 
cer cell growth (Peternac et al), 354 
zoledronic acid increases BMD during ADT (Ryan et al), 972 
editorial comment on (Saad), 978 
Anticholinergic drugs 
botulinum-A toxin injections in detrusor muscle for overactive 
bladder refractory to (Schmid et al), 177 
mild cognitive impairment in elderly people and (Ancelin et al), 
210 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for nocturnal enuresis (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
Antidiuretic hormone (ADH), effect on nocturia in elderly men 
(Ho et al), 210 
Antimicrobial agents 
antimicrobial urinary catheters to prevent catheter-associated 
UTI in hospitalized patients (Johnson et al), 125 
minimum inhibitory, mutant prevention and minimum bacteri- 
cidal concentrations of ciprofloxacin, levofloxacin and 
garenoxacin against enteric gram-negative UTI pathogens 
(Hansen and Blondeau), 597 
primary VUR and urinary antibiotic prophylaxis after pyelone- 
phritis (Garin et al), 739 
risk of infection with antibiotic coated penile prosthesis at device 
replacement for mechanical failure (Abouassaly et al), 
2471 
time to symptom relief for UTI with extended-release ciprofloxa- 
cin (Klimberg et al), 598 
Antioxidants, non-covalent binding of lycopene, lycophyll, and ox- 
idative metabolites with 5-lipoxygenase (Hazai et al), 2305 
Anxiety, and depression in prostate cancer (Korfage et al), 2047 
Apaziquone, intravesical, for superficial bladder cancer 
Phase I/II pilot study (Puri et al), 1344 
Phase III marker lesion study (van der Heijden et al), 1349 
editorial comment on (Kurth), 1353 
Apoptosis 
C. trachomatis-induced apoptosis in sperm (Satta et al), 1095 
detection of apoptotic cells in testis using fluorescence labeled 
annexin V in mouse (Yang et al), 830 
histone deacetylase inhibitors and bladder tumor cell apoptosis 
(Earel et al), 1686 
sex differences and role of sex steroids in renal injury, review 
article (Metcalfe and Meldrum), 15 
smooth muscle cell apoptosis and defective neural development in 
congenital ureteropelvic junction obstruction (Kajbafzadeh 
et al), 718 
editorial comment on (Radmayr), 723 
reply by authors, 723 
vitamins C and K3 sensitize urothelial tumors to gemcitabine 
(Kassouf et al), 1642 
Aprepitant, for urge urinary incontinence (Green et al), 2535 
editorial comment on (Chapple), 2540 
Arginine vasopressin, nocturnal polyuria and diurnal variation 
in (Natsume), 660 
ART. See Assisted reproductive technologies 
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Arteriovenous malformation, benign vascular lesions of scrotum 
(Hubert et al), 2245 
Artificial urinary sphincter 
in children and adolescents without spina bifida (Ruiz et al), 1821 
external urethral debulking and (Rahman et al), 1477 
Ascites, chylous, after post-chemotherapy retroperitoneal lymph 
node dissection in testicular cancer (Evans et al), 1463 
Assisted reproductive technologies (ART) 
cost effectiveness of sperm harvesting and cryopreservation dur- 
ing vasectomy reversal (Boyle et al), 2610 
fathers over 40 and increased failure to conceive (de La Rochebro- 
chard et al), 2151 
genomic imprinting disorders and (Sutcliffe et al), 2609 
ICSI and Y-chromosome microdeletions in male fetuses (Lee et 
al), 2608 
microsurgical varicocelectomy for bilateral vs unilateral repair 
(Libman et al), 2602 
editorial comment on (Lipshultz), 2605 
modified hypo-osmotic swelling test for selection of immotile tes- 
ticular spermatozoa in ICSI patients (Sallam et al), 241 
outcomes of cryopreserved sperm for IVF/ICSI (Wald et al), 1550 
preconception sex selection demand and preferences in US 
(Dahl), 687 
reevaluation of azoospermic factor C microdeletions using se- 
quence-tagged site markers from GenBank Database 
(Fukushima et al), 2609 
repeat testicular sperm extraction in azoospermic men (Vernaeve 
et al), 2610 
sperm DNA damage and embryo quality after ICSI (Zini et al), 
240 
WHO grade ’A’ motility and zona-binding test predict IVF out- 
come for male factor infertility (Sifer et al), 240 
Attention deficit hyperactivity disorder (ADHD), impact on 
brainstem dysfunction in nocturnal enuresis (Baeyens et 
al), 743 
Azoospermia 
reevaluation of azoospermic factor C microdeletions using se- 
quence-tagged site markers from GenBank Database 
(Fukushima et al), 2609 
repeat testicular sperm extraction in azoospermic men (Vernaeve 
et al), 2610 
B7-H1 molecule, in clear cell RCC (Thompson et al), 2423 
Bacillus Calmette-Guerin (BCG) 
intravesical therapy: reduced dwell-time in patients with pro- 
nounced side-effects (Andius et al), 508 
low-dose intravesical BCG for carcinoma in situ of bladder 
(Mugiya et al), 59 
management of BCG failures in superficial bladder cancer 
(Witjes), 2425 
restaging transurethral resection of high risk superficial bladder 
cancer and response to BCG, letter (Palou et al), 407 
reply by author, 407 
safety and efficacy of intravesical BCG in steroid treated and 
immunocompromised patients (Yossepowitch et al), 482 
sequential BCG and electromotive mitomycin vs BCG alone for 
superficial bladder cancer (Di Stasi et al), 507 
for superficial bladder cancer, effects of ofloxacin on toxicity in- 
duced by (Colombel et al), 935 
Balanitis xerotica obliterans, topical steroid-based creams in 
(Vincent and MacKinnon), 167 
Baskin, Laurence, and the winners are, editorial (Resnick), 433 
(erratum, 1688) 
BCG. See Bacillus Calmette-Guerin 
Benign prostatic hyperplasia (BPH) 
alfuzosin response predicts urinary retention and BPH-related 
surgery (Emberton et al), 1051 
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BPH and lower urinary tract symptoms and correlation between 
prostatic volume and serum PSA (Hedelin et al), 1061 
combination of sabal and urtica extract for lower urinary tract 
symptoms (Lopatkin et al), 2571 
comparison of treatments for (Gupta et al), 1511 
dutasteride effects on disease measures in (Gittelman et al), 1045 
editorial comment on (Andriole), 1050 
economic impact of alfuzosin 10 mg once daily for acute urinary 
retention in UK (Annemans et al), 273 
ED in patients consulting urologists for (Hoesl et al), 274 
effects of tamsulosin vs alfuzosin on ejaculatory function (Hell- 
strom and Sikka), 1529 
efficacy and safety of doxazosin gastrointestinal therapeutic sys- 
tem in BPH with hypertension (Chung and Hong), 678 
impact of medical therapy for surgery for (Vela-Navarrete et al), 
2123 
incidence of primary and recurrent acute urinary retention in 
England, 1998-2003 (Cathcart et al), 200 
editorial comment on (McNeill), 204 
lifetime implications and cost-effectiveness of finasteride to pre- 
vent prostate cancer (Zeliadt et al), 274 
measuring resistance index in BPH and lower urinary tract 
symptoms (Odemir et al), 676 
open prostatectomy for lower urinary tract symptoms in (Helfand 
et al), 2557 
editorial comment on (Ellis), 2561 
outcome and cost analysis of treatments for (Stovsky et al), 1500 
paradigm for evaluation and treatment of lower urinary tract 
symptoms in (Chapple and Roehrborn), 2571 
prevention of, review article (Marks et al), 1299 
resistance index in BPH using power Doppler imaging and clin- 
ical outcomes after transurethral vaporization of prostate 
(Tsuru et al), 675 
risk of prostatic surgery and urinary retention (Souverein et al), 
1062 
selective alA-adrenoceptor antagonist inhibits detrusor overac- 
tivity in rat BPH model (Tatemichi et al), 1236 
serum PSA and prostate volume in Taiwanese men with (Chang 
et al), 196 
simultaneous administration of vardenafil and tamsulosin in 
(Auerbach et al), 2122 
tamsulosin and sildenafil effects on hemodynamics in (Nieminen 
et al), 2551 
tolerability of long-term dutasteride therapy in (Schulman et al), 
2123 
vascular damage as risk factor for ED and (Berger et al), 2572 
vascular damage in diabetes mellitus as risk factor for (Berger et 
al), 676 
Bevacizumab, combined with erlotinib for RCC (Hainsworth et al), 
836 
Bicalutamide 
bicalutamide early prostate cancer program: findings of North 
American Trial at 7.7-year median followup (McLeod et al), 
75 
for bone related events in high risk prostate cancer (Srinivas and 
Colocci), S50 
effect of ADT on fasting serum lipid and glucose parameters 
(Yannucci et al), 520 
plus standard care vs standard care alone for early prostate 
cancer (McLeod et al), 2468 
PSA expression does not necessarily correlate with prostate can- 
cer cell growth (Peternac et al), 354 
Biomaterials. See also Prostheses and.implants 
bladder augmentation with acellular dermal biomatrix (Akbal et 
al), 1706 
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cost-effectiveness of dextranomer/hyaluronic acid for VUR 
reflux correction at time of diagnosis (Benoit et al), 2649 
editorial comments on (Roth; Diamond), 2653 
substitution for surgical management (Benoit et al), 1588 
editorial comment on (Stovsky), 1592 
endoscopic injection of dextranomer/hyaluronic acid to correct 
VUR after failed ureteroneocystostomy (Kitchens et al), 
1861 
hemostatic agents and sealants, review article (Hong and Lough- 
lin), 2367 
instillation of contrast cystogram after dextranomer/hyaluronic 
acid (Pinto et al), 2654 
long-term effects of dextranomer injections for urinary inconti- 
nence (Lottmann et al), 1762 
porcine small intestinal submucosa as graft material in Pey- 
ronie’s disease (John et al), 1025 
editorial comment on (Rodriguez), 1029 
postoperative ureteral obstruction after subureteral injection of 
dextranomer/hyaluronic acid (Vandersteen et al), 1593 
safety and efficacy of fibrin sealant in tubeless percutaneous 
nephrolithotomy (Shah et al), 2488 
editorial comment on (Uribe), 2492 
reply by authors, 2492 
subureteral injection of dextranomer/hyaluronic acid as first line 
treatment for VUR (Puri et al), 1856 
editorial comment on (Furness), 1859 
tissue-engineered autologous bladders (Atala et al), 1059 
VUR management in era of dextranomer/hyaluronic acid copoly- 
mer (Lendvay et al), 1865 
Bisphosphonates 
antitumor effects in RCC cell lines (Pandha et al), 2255 
for bone related events in high risk prostate cancer (Srinivas and 
Colocci), S50 
zoledronic acid increases BMD during ADT (Ryan et al), 972 
editorial comment on (Saad), 978 
Bladder 
augmentation cystoplasty at children’s hospitals in U.S. (Lend- 
vay et al), 1716 
bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
bladder augmentation with acellular dermal biomatrix (Akbal et 
al), 1706 
bladder nerve growth factor and p7 
diabetic rats (Tong and Cheng), 837 
bladder/prostate rhabdomyosarcoma 
editorial (Womer and Snyder), 1278 
late effects (Raney et al), 2190 
editoria! comment on (Ritchey), 2194 
review article (Ferrer et al), 1283 
bladder reservoir function in children with nocturnal enuresis 
(Hagstroem et al), 759 
bladder volume predicts spontaneous resolution of VUR (McMil- 
lan et al), 1838 
distal shunt obstruction in myelomeningocele after perforation of 
(Barker et al), 1726 
editorial comment on (Bauer), 1728 
fate of leftover bladder after supravesical urinary diversion (Fa- 
zili et al), 620 
fetal muscle development of vesical trigone (Oswald et al), 1166 
full bladder renal scintigraphy in patients with severe bladder 
dysfunction (Nagabhushan et al), 1481 
functional nicotinic receptors in rat urinary bladder epithelial 
cells (Becket al), 2306 
gender specific assessment of fetal bladder wall development 
(Koerner et al), 2674 


5NTR genetic expression in 


heat shock protein 20 and contractile stress in obstructed rat 
bladder (Batts et al), 1679 
impact of late presentation of posterior urethral valves on bladder 
and renal function, letter (Dewan), 2748 
reply by authors, 2748 
initial renal and bladder function and outcome of VUR in children 
(Yeung et al), 1152 
editorial comment on (Peters), 1156 
intestinal metaplasia of, letter (Ghezala et al), 2309 
reply by authors, 2310 
intravesical botulinum A toxin injections for painful bladder syn- 
drome (Giannantoni et al), 1058 
kidney transplantation into bladder augmentation or urinary 
diversion (Rigamonti et al), 626 
M, and M, muscarinic receptors in bladder disorders (Mukerji et 


al), 367 
muscarinic receptors in human urothelium and detrusor (Tyagi et 
al), 1673 


myogenic bladder decompensation in boys with history of poste- 
rior urethral valves (Androulakakis et al), 1184 
need for additional bladder surgery after bladder augmentation 
in childhood (Metcalfe et al), 1801 
editorial comment on (Kryger), 1805 
neurogenic (See Neurogenic bladder dysfunction) 
prostacyclin production in human bladder endothelium (Portell et 
al), 1661 
radiation induced late damage to small blood vessels in mouse 
bladder (Jaal and Dérr), 2696 
reference ranges for cystographic bladder capacity in children 
(Bael et al), 1596 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for nocturnal enuresis (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
stress-induced VEGF release from mouse bladder explants (Cao 
et al), 1208 
tissue-engineered autologous bladders (Atala et al), 1059 
transient receptor potential vanilloid receptor subtype 1 in pain- 
ful bladder syndrome (Mukerji et al), 797 
ureterocystoplasty: videourodynamic assessment (Podesta et al), 
1721 
urodynamic effects of intravesical calcium activated potassium 
channel activator NS 309 in rats (Pandita et al), 1220 
variation in isovolumetric bladder pressure and categorization of 
obstruction according to bladder volume (Harding et al), 
172 
virtual cystoscopy by intravesical instillation of dilute contrast 
medium, letter (Jones), 1251 
reply by authors, 1251 


Bladder cancer/carcinoma 


age and comorbidity impact surgical therapy in older patients 
(Prout et al), 1369 
antitumor effect Concholepas hemocyanin in murine bladder can- 
cer (Moltedo et al), 2690 
BCG therapy for 
effect of ofloxacin on toxicity induced by (Colombel et al), 935 
intravesical: reduced dwell-time in patients with pronounced 
side-effects (Andius et al), 508 
low-dose intravesical, for carcinoma in situ (Mugiya et al); 59 
management of BCG failures in superficial bladder cancer 
(Witjes), 2425 
restaging transurethral resection of high risk superficial blad 
der cancer and response to BCG, letter (Palou et al), 407 
reply by author, 407 
safety and efficacy of intravesical BCG in steroid treated and 
immunocompromised patients (Yossepowitch et al), 482 
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sequential BCG and electromotive mitomycin vs BCG alone (Di 
Stasi et al), 507 
bladder tumor markers, letter (Pitts), 2308 
reply by authors, 2308 
bladder tumor molecular profiling based on FGFR3 and TP53 
mutations (Lamy et al), 2686 
chemotherapy for 
intravesical gemcitabine for superficial 
(Gontero et al), 60 
intravesical gemcitabine in recurrent superficial bladder car- 
cinoma (Campodonico et al), 61 
intravesical gemcitabine treatment of Ta-T1 TCC (Serretta et 
al), 60 
long-term survival after adjuvant chemotherapy vs control af- 
ter cystectomy (Lehymann et al), 506 
radiochemotherapy after TURBT for T1 cancers (Weiss et al), 
2426 
relevance of lymph node density in patients undergoing cystec- 
tomy (Kassouf et al), 53 
editorial comment on (Herr), 57 
schedule dependent efficacy of gefitinib and docetaxel (Kassouf 
et al), 787 
sequential BCG and electromotive mitomycin vs BCG alone (Di 
Stasi et al), 507 
{"1C]-choline PET/CT in preoperative staging of advanced TCC 
(Gofrit et al), 940 
editorial comment on (Bochner), 944 
COX-2 expression in (Wild et al), 953 
cystectomy for 
case mix effects on mortality and length of stay after (Hollen- 
beck et al), 1363 
delay more than 3 months from diagnosis and survival, letter 
(Horan), 2744 
discharge practice patterns after (Taub et al), 2612 
editorial comment on (Steinberg), 2617 
frozen section examination of ureteral margins during (Schu- 
macher et al), 2409 
editorial comment on (Donat), 2413 
ileocecal vs ileal neobladder after (Khafagy et al), 1479 
long-term survival after adjuvant chemotherapy vs control af- 
ter (Lehymann et al), 506 
natural history of positive urinary cytology after (Raj et al), 
2000 
editorial comment on (Brooks), 2005 
outcomes of (Shariat et al), 2414 
editorial comment on (Cookson), 2422 
perioperative mortality from (Quek et al), 2007 
prognostic nomogram for cancer recurrence after (Karakiewicz 
et al), 1354 
editorial comment on (Droller), 1361 
reply by authors, 1362 
relevance of lymph node density in patients undergoing (Kas- 
souf et al), 53 
editorial comment on (Herr), 57 
results of surgery only in neobladder era (Hautmann et al), 486 
editorial comment on (Lerner), 491 
superficial and deep muscle invasion in pathological staging 
after (Yu et al), 493 
editorial comment on (Steinberg), 498 
diagnosis of 
multitarget FISH assay in patients with hematuria (Sarosdy et 
al), 44 
nuclear matrix protein 22 variability in (Shariat et al), 919 
editorial comment on (Lokeshwar), 926 
what’s the trouble with cytology?, editorial (Murphy), 2343 


bladder cancer 
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histone deacetylase inhibitors and bladder tumor cell apoptosis 
(Earel et al), 1686 
HPV infection and (Gutiérrez et al), 2474 
editorial comment on (Konety), 2481 
IL-21 gene therapy for bladder cancer in mouse model (Furukawa 
et al), 1198 
innovative strategies for advanced TCC (Pollera and Nelli), 836 
management of stage T1 bladder tumors (Nieder et al), 952 
molecular signatures for predicting prognosis, editorial (Lokesh- 
war), 2347 
novel therapies (Alonzi and Hoskin), 952 
patient awareness of association with smoking (Nieder et al), 2405 
editorial comment on (Wei), 2408 
prevention of 
chemoprevention, review article (Busby and Kamat), 1914 
could a carrot be the stick?, editorial (Konety), 864 
prognostic significance of bladder tumor history and location in 
upper tract TCC (Akdogan et al), 48 
protective effects of plasma carotenoids on risk of (Hung et al), 
1192 
racial disparity in (Lee et al), 927 
editorial comments on (Spencer and Benson; Fleshner), 933 
radiochemotherapy after TURBT for T1 cancers (Weiss et al), 
2426 
RON and EGFR in human bladder carcinogenesis, editorial 
(Thomas and Theodorescu), 1909 
RON and EGFR in human bladder carcinogenesis (Hsu et al), 
2262 
second primary malignancies associated with RCC histological 
subtypes (Thompson et al), 900 
editorial comment on (Flanigan), 903 
small cell carcinoma (Naturale and MacLennan), 781 
superficial 
difluoromethylornithine vs placebo to prevent recurrence of 
(Messing et al), 500 
effects of ofloxacin on BCG induced toxicity in (Colombel et al), 
935 
intravesical apaziquone for: Phase I/II pilot study (Puri et al), 
1344 
intravesical apaziquone for: Phase III marker lesion study (van 
der Heijden et al), 1349 
editorial comment on (Kurth), 1353 
intravesical gemcitabine for (Gontero et al), 60 
management of BCG failures in (Witjes), 2425 
recurrent, intravesical gemcitabine in (Campodonico et al), 61 
restaging transurethral resection of high risk superficial blad- 
der cancer and response to BCG, letter (Palou et al), 407 
reply by author, 407 
sequential BCG and electromotive mitomycin vs BCG alone for 
(Di Stasi et al), 507 
transurethral resection of 
restaging, and response to BCG 
letter (Palou et al), 407 
reply by author, 407 
risk factors for adverse outcomes after (Hollenbeck et al), 2006 
Bladder exstrophy 
anterior perineal reconstruction in exstrophy-epispadias complex 
(Caione et al), 740 
bladder neck reconstruction for incontinence after staged exstro- 
phy/epispadias closures (DeCambre et al), 288 
gender identity in female-raised 46,XY persons with penile agen- 
esis, cloacal exstrophy of bladder, or penile ablation 
(Meyer-Bahlburg), 1619 
long-term followup after bladder neck-reconstruction for (Burki et 
al), 1138 
editorial comment on (Gearhart), 1141 


Bl 











puboplasty and aesthetic aspects of (VanderBrink et al), 1810 
staged pelvic closure of pubic diastasis in exstrophy-epispadias 
complex (Mathews et al), 2196 
Bladder neck reconstruction 
for incontinence after staged exstrophy/epispadias closures (De- 
Cambre et al), 288 
redo, for bladder exstrophy, long-term followup (Burki et al), 1138 
editorial comment on (Gearhart), 1141 
Bladder outlet obstruction 
calcineurin pathway activation and detrusor decompensation in 
rabbit (Clement et al), 1225 
detrusor quantitative morphometry in obstructed males (Collado 
et al), 2722 
female, diagnostic criteria (Akikwala et al), 2093 
functional, effect of terazosin in women with (Kessler et al), 1487 
HGF gene transfer in rat after (Ku et al), 1230 
noninvasive methods of diagnosis in men. 1: nonurodynamic ap- 
proach, review article (Belal and Abrams), 22 
noninvasive methods of diagnosis in men. 2: noninvasive urody- 
namics and combination of measures, review article (Belal 
and Abrams), 29 
partial, and protein kinase C induced detrusor contraction in 
rabbit (Stanton et al), 2716 
prostatectomy after previous prostate surgery for (Colombo et al), 
2459 
editorial comment on (Marberger), 2463 
reply by authors, 2463 
safety and tolerability of tolterodine for overactive bladder in men 
with, letter (Schaefer), 2311 
reply by authors, 2312 
severe urethral complications of prostate cancer therapy (Elliott 
et al), 2508 
TURP vs PlasmaKinetic® vaporization of prostate (Hon et al), 
205 
untreated, long-term urodynamic follow-up in men (Thomas et 
al), 213 
urodynamics in women (Lemack), 2567 
Bladder overactivity. See also Detrusor overactivity 
acupuncture for (Emmons and Otto), 215, 674 
determining importance of change in Overactive Bladder Ques- 
tionnaire (Coyne et al), 627 
editorial comment on (Brubaker), 632 
female, urgency is core symptom (Hung et al), 636 
neurokinin-1 receptor antagonist for urge urinary incontinence 
(Green et al), 2535 
editorial comment on (Chapple), 2540 
prediction of Medicare drug formulary drugs for (Grocela et al), 
252 
editorial comment on (Drach), 255 
recent advances in basic science for (Kumar et al), 2566 
refractory to anticholinergics, botulinum-A toxin injections in 
detrusor muscle for (Schmid et al), 177 
safety and tolerability of tolterodine in men, letter (Schaefer), 
2311 
reply by authors, 2312 
3-day and 7-day entries in bladder-health diaries (Dmochowski et 
al), 672 
Bladder/prostate rhabdomyosarcoma 
editorial (Womer and Snyder), 1278 
late effects (Raney et al), 2190 
editorial comment on (Ritchey), 2194 
review article (Ferrer et al), 1283 
Bleeding 
differential response of arteries and veins to bipolar vessel seal- 
ing (Richter et al), 2742 
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hemostatic agents and sealants, review article (Hong and Lough- 
lin), 2367 
intraoperative blood loss and transfusion requirements for robot- 
ic-assisted prostatectomy (Farnham et al), 2464 
after upper retroperitoneal laparoscopic surgery (Rosevear et al), 
1458 
vaginal discharge and bleeding in girls younger than 6 years 
(Striegel et al), 2632 
Blood pressure 
efficacy and safety of doxazosin gastrointestinal therapeutic sys- 
tem in BPH with hypertension (Chung and Hong), 678 
impact of accepting living kidney donors with mild hypertension 
or proteinuria on transplantation rates (Karpinski et al), 
2582 
nocturia and circadian blood pressure profile (Graugaard-Jensen 
et al), 1034 
editorial comment on (Weiss), 1039 
simultaneous administration of vardenafil and tamsulosin in 
BPH (Auerbach et al), 2122 
Blood transfusion, intraoperative blood loss and transfusion re- 
quirements for robotic-assisted prostatectomy (Farnham et 
al), 2464 
BMD. See Bone mineral density 
Body mass index (BMI) 
impact on sperm quantity and quality (Kort et al), 2153 
relationship between obesity and varicoceles (Handel et al), 2138 
editorial comment on (Brannigan), 2140 
Bone 
activin A circulating levels and bone metastasis from breast or 
prostate cancer (Leto et al), 2742 
bone scans in men with low PSA levels after localized therapy 
(Warren et al), 70 
editorial comment on (Lowe), 73 
bone turnover markers in metastatic RCC (Jung et al), 1326 
sexual and excretory dysfunction 1 year after pelvic fracture 
(Wright et al), 1540 
editorial comment on (McAninch), 1545 
Bone marrow derived cells, contribution to regenerating pros- 
tate epithelium (Palapattu et al), 813 
Bone mineral density (BMD) 
bone related events in high risk prostate cancer (Srinivas and 
Colocci), S50 
free testosterone, BMD and fractures in elderly men (Mellstrom 
et al), 686 
zoledronic acid increases BMD during ADT (Ryan et al), 972 
editorial comment on (Saad), 978 
Book reviews 
Advanced Endourology. The Complete Clinical Guide (Winfield), 
1260 
Advanced Urologic Surgery, 3rd ed. (Moon), 1689 
Basic and Advanced Techniques in Prostate Brachytherapy (An- 
driole), 845 
Clinical Problems in Pediatric Urology (Coplen), 2320 
The Complete Prostate Book. What Every Man Needs to Know 
(Smith), 845 
Comprehensive Textbook of Genitourinary Oncology, 3rd ed. 
(Ornstein), 1260 
Minimally Invasive Uro-Oncologic Surgery (Babayan), 1689 
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cost-consequence analysis of use in detrusor overactivity (Kalsi et 
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detrusor muscle injections for overactive bladder refractory to 
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in incontinent children with therapy resistant overactive detru- 
sor (Hoebeke et al), 328 
intravesical injections for painful bladder syndrome (Giannan- 
toni et al), 1058 
mechanism of efficacy in detrusor overactivity (Apostolidis et al), 
1058 
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al), 819 
quality of life in neurogenic vs idiopathic detrusor overactivity 
after intradetrusor injections of (Kalsi et al), 2569 
for refractory voiding dysfunction in children (Radojicic et al), 332 
editorial comment on (Djurhuus), 336 
techniques for intradetrusor administration (Sahai et al), 2569 
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rogenic bladder (Mokhless et al), 1767 
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letter (Matlaga et al), 410 
reply by authors, 411 
Bowel preparation, before cystoplasty in children (Gundeti et al), 
1574 
editorial comments on (Husmann; Cain), 1576 
reply by authors, 1577 
BPH. See Benign prostatic hyperplasia 
Brachytherapy, prostate 
and ADT for post-radiotherapy cancer recurrence (Wong et al), 
2020 
for locally advanced prostate cancer (Swanson), S34 
prediagnosis PSA velocity and cancer progression after (Eggener 
et al), 1399 
Brain 
impact of ADHD on brainstem dysfunction in nocturnal enuresis 
(Baeyens et al), 743 
impact of ADT for prostate cancer on physical and cognitive 
function and quality of life (Joly et al), 2443 
mild cognitive impairment in elderly people and anticholinergic 
drugs (Ancelin et al), 210 
PET study of brain processing of audiovisual stimuli inducing 
penile erection (Tsujimura et al),,679 
Breast cancer/carcinoma 
activin A circulating levels and bone metastasis from prostate 
cancer or (Leto et al), 2742 
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al), 538 
sexual functioning determinants in survivors of (Speer et al), 
1547 
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Bulbourethral artery, color Doppler ultrasonographic location of 
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abnormal circadian rhythm in children with enuresis and hyper- 
calciuria (Raes et al), 1147 
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nucci et al), 1438 


dietary calcium and stone forming risk during liberal oxalate 
intake (Matsumoto et al), 132 
primary hyperparathyroidism (Bilezikian et al), 605 
urinary calcium excretion in nocturnal enuresis (Kamperis et al), 
770 
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channel activator NS 309 in rats (Pandita et al), 1220 
Calculi. See Stone disease 
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(Hudolin et al), 2573 
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Chai, Toby, and the winners are, editorial (Resnick), 433 (erratum, 
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Chemokine receptors, CXCR2/CXCR2 ligand biological axis in 
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Chemotherapy 
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VII pilot study (Puri et al), 1344 
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(Gontero et al), 60 
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intravesical gemcitabine treatment of Ta-T1 TCC (Serretta et 
al), 60 
long-term survival after adjuvant chemotherapy vs control af- 
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radiochemotherapy after TURBT for T1 cancers (Weiss et al), 
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editorial comment on (Herr), 57 
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prognostic factors for extragonadal malignant germ cell tumors 
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chylous ascites after post-chemotherapy retroperitoneal lymph 
node dissection (Evans et al), 1463 
FDG PET vs CT to predict viable tumor in post-chemotherapy 
seminoma residuals (Becherer et al), 110 
radiotherapy vs single-dose carboplatin in stage I seminoma 
(Oliver et al), 584 
Childbirth, twin study of effect of parity on sexual function (Botros 
et al), 1093 
Children 
abnormal circadian rhythm in children with enuresis and hyper- 
calciuria (Raes et al), 1147 
abnormal urine flow before and after correction of distal hypos- 
padias (Wolffenbuttel et al), 1733 
editorial comment on (Zaontz), 1736 
acute epididymitis in (Haecker et al), 1185 
anal plug for fecal incontinence in children with spina bifida or 
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anatomy and embryology of posterior urethral valves, letter (De- 
wan), 2313 
reply by authors, 2313 
anterior perineal reconstruction in exstrophy-epispadias complex 
(Caione et al), 740 
artificial urinary sphincter in children and adolescents without 
spina bifida (Ruiz et al), 1821 
asymmetric labium majus enlargement mimicking a neoplasm 
(Vargas et al), 312 
augmentation cystoplasty at children’s hospitals in U.S. (Lend- 
vay et al), 1716 
bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
bladder neck reconstruction for incontinence after staged exstro- 
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bladder/prostate rhabdomyosarcoma 
editorial (Womer and Snyder), 1278 
late effects (Raney et al), 2190 
editorial comment on (Ritchey), 2194 
review article (Ferrer et al), 1283 
bladder reservoir function in children with monosymptomatic 
nocturnal enuresis (Hagstroem et al), 759 
bladder volume predicts spontaneous resolution of VUR (McMil- 
lan et al), 1838 
botulinum-A toxin for refractory voiding dysfunction in children 
(Radojicic et al), 332 
editorial comment on (Djurhuus), 336 
botulinum-A toxin in incontinent children with therapy resistant 
overactive detrusor (Hoebeke et al), 328 
bowel preparation before cystoplasty in (Gundeti et al), 1574 
editorial comments on (Husmann; Cain), 1576 
reply by authors, 1577 : 
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children (Knudson et al), 1143 
editorial comment on (Shortliffe), 1146 
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al), 279 
editorial comment on (Broecker), 283 
Children’s Hospital Boston experience with RCC (Estrada et al), 
1621 
circadian variation of angiotensin II and aldosterone in nocturnal 
enuresis (Rittig et al), 774 
circumcision—are you with us or against us?, editorial (Elder), 
1911 
clinical and sonographic criteria of acute scrotum in (Karmazyn 
et al), 311 
complete primary repair of cloacal exstrophy (Lee et al), 2643 
compliance with guidelines for medical care of first UTIs in in- 
fants (Cohen et al), 2243 


continent catheterizable channels and complication timing 
(Thomas et al), 1816 
editorial comment on (Macedo), 1820 
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reflux correction at time of diagnosis (Benoit et al), 2649 
editorial comments on (Roth; Diamond), 2653 
substitution for surgical management (Benoit et al), 1588 
editorial comment on (Stovsky), 1592 
COX-2 expression in Wilms’ tumor (Fridman et al), 1747 
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ing during pregnancy (Thorup et al), 734 
daytime alarm for children with incontinence (Van Laecke et al), 
325 
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nocturnal osmotic excretion (Dehoorne et al), 749 
desmopressin toxicity due to prolonged half-life in patients with 
nocturnal enuresis (Dehoorne et al), 754 
editorial comments on (Cendron; Robson), 757 
determinants of endoscopic VUR correction (Lorenzo et al), 1851 
distal shunt obstruction in myelomeningocele after bladder per- 
foration (Barker et al), 1726 
editorial comment on (Bauer), 1728 
Doppler ultrasonography to determine surgical approach to var- 
icocele (Cimador et al), 2679 
double dartos flaps in tubularized incised plate repair (Kamal), 
623 
endoscopic injection of dextranomer/hyaluronic acid to correct 
VUR after failed ureteroneocystostomy (Kitchens et al), 
1861 
endoscopic treatment for high grade VUR in infants (Dawrant et 
al), 1847 
endoscopic treatment for persisting mesonephric duct (Kajbafza- 
deh and Payabvash), 2657 
enucleation for prepubertal Leydig cell tumor (Henderson et al), 
703 
familial VUR 
gender effects (Pirker et al), 1776 
renal scarring in (Pirker et al), 1842 
editorial comment on (Hollowell), 1846 
feeling good in daily life with posterior urethral valves (Hellstrém 
et al), 1742 
fetal muscle development of vesical trigone (Oswald et al), 1166 
fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
foreskin preservation in penile surgery (Snodgrass et al), 711 
gender identity and sex-of-rearing in sexual differentiation dis- 
orders (Reiner), 1186 
gender specific assessment of fetal bladder wall development 
(Koerner et al), 2674 
HMO cost analysis of neonatal circumcision, letters (Morris and 
Castellsague; Denniston et al; Van Howe; Gibbons), 2315 
reply by authors, 2317 
hydrodilation of ureteral orifice in children for ureteroscopic ac- 
cess (Soygur et al), 285 
editorial comment on (Palmer), 287 
reply by authors, 287 
hypospadias repair after circumcision (Snodgrass and Khavari), 
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impact of ADHD on brainstem dysfunction in nocturnal enuresis 
(Baeyens et al), 743 
initial renal and bladder function and outcome of VUR (Yeung et 
al), 1152 
editorial comment on (Peters), 1156 
instillation of contrast cystogram after dextranomer/hyaluronic 
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laparoscopic transperitoneal nephrectomy in first year of life 
(Jesch et al), 1177 
laparoscopic transvesical ureteral reimplantation (Kutikov et al), 
2222 
editorial comment on (Franco), 2225 
reply by authors, 2225 
long-term effects of dextranomer injections for urinary inconti- 
nence (Lottmann et al), 1762 
long-term followup after redo bladder neck reconstruction for 
bladder exstrophy (Burki et al), 1138 
editorial comment on (Gearhart), 1141 
long-term outcome of sigmoidocolocystoplasty in myelodysplasia 
and neurogenic bladder (Hayashi et al), 1806 
markers of interstitial nephropathy in congenital ureteropelvic 
junction obstruction (Murer et al), 2668 
editorial comments on (Macedo; Mesrobian), 2673 
method to assess posterior urethral valve ablation (Hani et al), 
303 
miniature intravesical urethral lengthening for neurogenic uri- 
nary incontinence (Canales et al), 2663 
editorial comment on (Salle), 2666 
MR urography evaluation after pyeloplasty (Kirsch et al), 1755 
MR urography in evaluation of prenatally diagnosed hydrone- 
phrosis and renal dysgenesis (McMann et al), 1786 
MR urography in hydronephrosis evaluation: ureteropelvic junc- 
tion obstruction (McDaniel et al), 2242 
MR urography in pediatric hydronephrosis (Jones et al), 1620 
MR urography to predict pyeloplasty need in infants with prena- 
tally diagnosed hydronephrosis (Kaneyama et al), 1781 
editorial comment on (Kirsch), 1784 
myelomeningocele closure timing affects neurogenic bladder 
prognosis (Tarcan et al), 1161 
myogenic bladder decompensation in boys with history of poste- 
rior urethral valves (Androulakakis et al), 1184 
natural history of multicystic dysplastic kidney (Onal and 
Kogan), 1607 
need for additional bladder surgery after bladder augmentation 
in childhood (Metcalfe et al), 1801 
editorial comment on (Kryger), 1805 
nocturnal enuresis in adolescents and adults and childhood elim- 
ination symptoms (Bower et al), 1771 
non-Escherichia coli vs Escherichia coli community-acquired UTI 
in hospitalized children (Marcus et al), 739 
normative pelvic floor parameters in children assessed by trans- 
abdominal ultrasound (Bower et.al), 337 
objective assessment of results of hypospadias surgery (Ververi- 
dis et al), 2679 
orchiopexy practice patterns in New York State (Capello et al), 
3421180 
outcome of tethered cord release for occult spinal dysraphism 
(Guerra et al), 1729 
partial urogenital sinus mobilization for congenital adrenal hy- 
perplasia (Braga et al), 2199 
Pediatric Urology Medal: R. Dixon Walker, 1700 
pediatric urology subspecialization and scholarly activity (Snow 
et al), 1868 
percutaneous nephrolithotomy vs shock wave lithotripsy in 
(Shokeir et al), 706 
posterior sagittal approach for revision vaginoplasty (Taghizadeh 
and Wilcox), 1185 
postoperative ureteral obstruction after subureteral injection of 
dextranomer/hyaluronic acid (Vandersteen et al), 1593 
prenatal ultrasound in earlier detection and repair of ureteropel- 
vic junction obstruction, letter (Nelson), 840 
reply by authors, 840 
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primary VUR and urinary antibiotic prophylaxis after pyelone- 
phritis (Garin et al), 739 
prognostic factors for extragonadal malignant germ cell tumors 
(Marina et al), 2680 
propofol sedation in children undergoing voiding cystourethro- 
grams (Merguerian et al), 299 
psychological long-term outcome in intersex conditions (Cohen- 
Kettenis), 1187 
puboplasty and aesthetic aspects of bladder exstrophy (Vander- 
Brink et al), 1810 
quality of life in pediatric spina bifida population (Parekh et al), 
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randomized controlled trials in pediatric urology (Welk et al), 306 
editorial comment on (Nelson), 309 
RCC: Children’s Hospital Boston experience (Estrada et al), 2241 
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plant (Krishnan et al), 1582 
editorial comment on (Barry), 1587 
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renal function and outcome after salvage surgery for bilateral 
Wilms’ tumor (Kubiak et al), 738 
renal transplantation in children 15 kg or less (Mickelson et al), 
1797 ; 
retrograde proximal rigid ureteroscopy and pyeloscopy in (Lesani 
and Palmer), 1570 
retrograde vs antegrade stenting for pyeloplasty in (Chan- 
drasekharam), 2242 
robot assisted pyeloplasty in the infant (Kutikov et al), 2237 
editorial comments on (Farhat; Thomas), 2239 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for nocturnal enuresis (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
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(Redman), 715 
sacral neuromodulation in (Humphreys et al), 2227 
salvage extravesical ureteral reimplantation after failed endo- 
scopic surgery for VUR (Elmore et al), 1158 
secondary untethering surgery and neurogenic bladder prognosis 
in myelomeningocele (Tarcan et al), 1601 (erratum, 2749) 
editorial comment on (Kurzrock), 1606 
simplified upper pole nephrectomy (Barroso et al), 2241 
single center experience with endoscopic management of VUR, 
letter (Dewan), 2746 
reply by authors, 2747 
smooth muscle cell apoptosis and defective neural development in 
congenital ureteropelvic junction obstruction (Kajbafzadeh 
et al), 718 
editorial comment on (Radmayr), 723 
reply by authors, 723 
staged pelvic closure of pubic diastasis in exstrophy-epispadias 
complex (Mathews et al), 2196 
standardization of terminology of lower urinary tract function in 
children and adolescents (Nevéus et al), 313 
structural changes of intravesical ureter in VUR (Schwentner et 
al), 2212 
subureteral injection of dextranomer/hyaluronic acid as first line 
treatment for VUR (Puri et al), 1856 
editorial comment on (Furness), 1859 
surgical approaches for posterior urethral distraction defects in 
boys (Zhang et al), 292 
editorial comment on (Hanna), 295 
surgical practice patterns in endoscopic management of uretero- 
celes (Byun and Merguerian), 1871 
editorial comment on (Smith), 1877 
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testicular and paratesticular neoplasms in prepubertal males, 
review article (Agarwal and Palmer), 875 
timing of follow-up voiding cystourethrogram in VUR (Thompson 
et al), 2244 
topical steroid-based creams in clinical balanitis xerotica obliter- 
ans (Vincent and MacKinnon), 167 
total continence reconstruction (Casale et al), 1712 
transperitoneal and retroperitoneal laparoscopic heminephrec- 
tomy (Castellan et al), 2636 
treatment of occult tethered spinal cord for neurogenic bladder 
(Metcalfe et al), 1826 
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tunica vaginalis flap for post-Snodgrass fistula (Routh et al), 1578 
editorial comments on (Borer; Palmer; Belman), 1581 
ureteral reimplantation with extracorporeal tailoring for mega- 
ureter (Ansari et al), 2640 
ureterocystoplasty: videourodynamic assessment (Podesta et al), 
1721 
urethral dilation for neurogenic bladder (Kiddoo et al), 1831 
editorial comment on (Kaplan), 1834 
reply by authors, 1831 
urethrotomy for short penile urethral strictures after hypospa- 
dias repair (Husmann and Rathbun), 1738 
urinary calcium excretion in monosymptomatic nocturnal enure- 
sis (Kamperis et al), 770 
urinary metabolic evaluations in normal and stone forming chil- 
dren (DeFoor et al), 1793 
urodynamics for refractory nonneurogenic dysfunctional voiding 
in (Kaufman et al), 1835 
use of mobilized sinus with total urogenital mobilization (Rink et 
al), 2205 
vaginal discharge and bleeding in girls younger than 6 years 
(Striegel et al), 2632 
VUR management in era of dextranomer/hyaluronic acid copoly- 
mer (Lendvay et al), 1865 
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advancing age and sperm gene defects (Wyrobek et al), 2151 

ICSI and Y-chromosome microdeletions in male fetuses (Lee et 
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reevaluation of azoospermic factor C microdeletions using se- 
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(Fukushima et al), 2609 
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Y-chromosome microdeletions and recurrent pregnancy loss (De- 
wan et al), 1094 
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neural cross-talk and irritation in pelvis (Pezzone et al), 1249 
new classification needed, letter (Antolak), 2748 
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editorial comment on (Nickel), 596 
sexual dysfunction in men with (Anderson et al), 1534 
editorial comment on (Chiou), 1538 
ultrasound alterations of preprostatic sphincter and symptoms in 
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node dissection in testicular cancer (Evans et al), 1463 
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extended-release, time to symptom relief for UTI with (Klimberg 
et al), 598 


minimum inhibitory, mutant prevention and minimum bacteri- 
cidal concentrations of ciprofloxacin, levofloxacin and 
garenoxacin against enteric gram-negative UTI pathogens 
(Hansen and Blondeau), 597 
Circadian rhythms 
abnormal circadian rhythm in children with enuresis and hyper- 
calciuria (Raes et al), 1147 
bladder reservoir function in children with nocturnal enuresis 
(Hagstroem et al), 759 
circadian variation of angiotensin II and aldosterone in nocturnal 
enuresis (Rittig et al), 774 
diurnal variation in arginine vasopressin and nocturnal polyuria 
(Natsume), 660 
nocturia and circadian blood pressure profile (Graugaard-Jensen 
et al), 1034 
editorial comment on (Weiss), 1039 
Circumcision 
are you with us or against us?, editorial (Elder), 1911 
foreskin preservation in penile surgery (Snodgrass et al), 711 
hypospadias repair after (Snodgrass and Khavari), 296 
neonatal, HMO cost analysis, letters (Morris and Castellsague; 
Denniston et al; Van Howe; Gibbons), 2315 
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Claims review, malpractice in urology (Perrotti et al), 2154 
editorial comment on (Macchia), 2157 
Climacturia, after prostatectomy (Lee et al), 2562 
editorial comment on (Flanigan), 2565 
Clinical decision making, choices, editorial (Resnick), 2342 
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acupuncture for overactive bladder (Emmons and Otto), 215, 674 
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bicalutamide plus standard care vs standard care alone for early 
prostate cancer (McLeod et al), 2468 
combination of sabal and urtica extract for lower urinary tract 
symptoms in BPH (Lopatkin et al), 2571 
cyclosporine A and pentosan polysulfate sodium for interstitial 
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difluoromethylornithine vs placebo to prevent bladder cancer re- 
currence (Messing et al), 500 
effectiveness of dietary supplement in prostate cancer with rising 
PSA (Schréder et al), 2469 
hydrophilic-coated urinary catheters reduce urethral micro 
trauma (Stensballe et al), 1447 
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neurokinin-1 receptor antagonist for urge urinary incontinence 
(Green et al), 2535 
editorial comment on (Chapple), 2540 
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(Lazzeri et al), 2098 
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Screening trial (Trauth et al), 1135 
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primary VUR and urinary antibiotic prophylaxis after pyelone- 
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randomized controlled trials in pediatric urology (Welk et al), 306 
editorial comment on (Nelson), 309 
sacral vs pudendal nerve stimulation for voiding dysfunction 
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editorial comment on (Uribe), 2492 
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sequential BCG and electromotive mitomycin vs BCG alone for 
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two different regimens of oxybutynin for detrusor overactivity 
(Salvatore et al), 215 
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expression in (Oelke et al), 687 
Cloacal exstrophy 
complete primary repair (Lee et al), 2643 
gender identity in female-raised 46,XY persons with penile agen- 
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(Meyer-Bahlburg), 1619 
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Cognitive function 
impact of ADT for prostate cancer on physical and cognitive 
function and quality of life (Joly et al), 2443 
mild cognitive impairment in elderly people and anticholinergic 
drugs (Ancelin et al), 210 
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editorial comment on (Flanigan), 903 
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Colonic perforation, risk factors during percutaneous nephro- 
lithotomy (El-Nahas et al), 2068 
Computerized tomography (CT) 
abdominal CT in patients with abdominal gunshot wounds 
(Velmahos et al), 2524 
angiomyolipoma with minimal fat: helical CT differentiation from 
RCC (Kim et al), 509 


[*'C]-choline PET/CT for tumor localization of prostate cancer 
(Martorana et al), 954 (erratum, 2749) 
editorial comment on (Coakley), 960 
reply by authors, 960 
[{"C]-choline PET/CT in preoperative staging of bladder TCC 
(Gofrit et al), 940 
editorial comment on (Bochner), 944 
combined metabolic/anatomical imaging, editorial (Williams), 
863 
CT criteria for high grade papillary urothelial carcinoma (Lang et 
al), 2683 
CT diagnosis of myxoid fibroma of kidneys (Lang et al), 346 
CT diagnosis of pancreatic carcinoma presenting with gross he- 
maturia (Lang et al), 782 
CT diagnosis of urachal cyst harboring teratoma (Lang et al), 
1623 
CT guided percutaneous ablation of renal masses with nondiag- 
nostic pre-ablation pathological findings (Permpongkosol 
et al), 463 
editorial comment on (Russo), 467 
reply by authors, 467 
CT protocol to distinguish benign from malignant adrenal masses 
(Blake et al), 1370 
CT with no contrast enhancement in predicting outcome of extra- 
corporeal shock wave lithotripsy for urinary calculi (Gupta 
et al), 146 
diagnosis of renal lymphoma by percutaneous image guided bi- 
opsy (Hunter et al), 1952 
editorial comments on (Libertino), 1956 
fat poor renal angiomyolipoma: patient, CT and histological find- 
ings (Milner et al), 905 
FDG PET vs CT to predict viable tumor in post-chemotherapy 
seminoma residuals (Becherer et al), 110 
multidetector CT angiography before donor nephrectomy 
(Schlunt et al), 2576 
editorial comment on (McLorie), 2581 
multidetector row CT in adult uteropelvic junction obstruction 
(Lawler et al), 2574 
pathologic spectrum and multimodality imaging of renal sinus 
(Rha et al), 510 
percutaneous CT guided cryoablation for localized RCC (Perm- 
pongkosol et al), 1963 
editorial comment on (Palese), 1968 
reply by authors, 1968 
percutaneous CT guided renal cryoablation using local anesthe- 
sia (Permpongkosol et al), 915 
shock wave lithotripsy success and skin-to-stone distance on CT 
(Pareek et al), 146 
variability in small renal mass size on CT (Punnen et al), 2386 
editorial comment on (Turk), 2390 
Concholepas hemocyanin, antitumor effect in murine bladder 
cancer (Moltedo et al), 2690 
Congenital adrenal hyperplasia 
partial urogenital sinus mobilization for (Braga et al), 2199 
use of mobilized sinus with total urogenital mobilization (Rink et 
al), 2205 
Continuing medical education (CME) 
detection of pelvic lymph node metastases in clinically localized 
prostate cancer (Hacker et al), 2014 
editorial comment on (Hany), 2018 
dietary calcium and stone forming risk during liberal oxalate 
intake (Matsumoto et al), 132 
dorsal graft urethroplasty for female urethral stricture (Tsivian 
and Sidi), 611 
editorial comment on (Angermeier), 613 
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efficiency of questionnaires to screen for interstitial cystitis 
(Kushner and Moldwin), 587 
familial vs sporadic prostate cancer (Roehl et al), 2438 
editorial comment on (Cooney), 2442 
histopathological features of small renal tumors (Remzi et al), 


896 
hyperbaric oxygen therapy for interstitial cystitis (van Ophoven 
et al), 1442 


impact of ADT for prostate cancer on physical and cognitive 
function and quality of life (Joly et al), 2443 
impact of increased number of biopsies on nature of prostate 
cancer identified (Meng et al), 63 
editorial comment on (Lange), 69 
reply by authors, 69 
impact of shock rate on shock wave lithotripsy of renal calculi 
(Davenport et al), 2055 , 
editorial comment on (Chandhoke), 2058 
leak point pressure study in women with incontinence (Sinha et 
al), 186 
editorial comment on (Appell), 188 
long-term followup and clinical characteristics of testicular Ley- 
dig cell tumor (Carmignani et al), 2040 
editorial comment on (Diamond), 2043 
long-term outcome of intensity-modulated radiotherapy for pros- 
tate cancer (Zelefsky et al), 1415 
macroscopic tumor necrosis as prognostic indicator for RCC (Lee 
et al), 1332 
editorial comment on (Inman and Leibovich), 1337 
nocturia and circadian blood pressure profile (Graugaard-Jensen 
et al), 1034 
outcome of patients on dialysis with upper urinary tract TCC (Wu 
et al), 477 
outcomes of positive surgical parenchymal margin after laparoscopic 
partial nephrectomy for RCC (Permpongkosol et al), 2401 
PET study of brain processing of audiovisual stimuli inducing 
penile erection (Tsujimura et al), 679 
pre-massage and post-massage 2-glass test vs Meares-Stamey 
4-glass test in chronic prostatitis/chronic pelvic pain syn- 
drome (Nickel et al), 119 
predicting retroperitoneal teratoma in men undergoing post-che- 
motherapy retroperitoneal lymph node dissection (Carver 
et al), 100 
editerial comment on (DeWolf), 103 
reply by authors, 104 
re-biopsy of prostate with stereotactic transperineal technique 
(Moran et al), 1376 
editorial comment on (Petrou), 1381 
risk of infection with antibiotic coated penile prosthesis at device 
replacement for mechanical failure (Abouassaly et al), 
2471 
salvage radiotherapy for isolated post-prostatectomy PSA in- 
crease (Buskirk et al), 985 
stressful life events and painful recurrent colic of renal lithiasis 
(Diniz et al), 2483 
editorial comment on (Hosking), 2487 
surveillance of clinical stage I nonseminomatous germ cell tu- 
mors (Divrik et al), 1424 
editorial comments on (Foster; Stephenson and Klein), 1429 
tumor necrosis as prognostic factor in TCC of upper urinary tract 
(Langner et al), 910 
uronate peaks and urinary hyaluronic acid correlate with inter- 
stitial cystitis severity (Lokeshwar et al), 1001 
vaginal Lactobacillus crispatus CTV-05 adhesion and prevention 
of UTI (Kwok et al), 2050 
editorial comment on (Reid), 2054 
reply by authors, 2054 
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what is a clinician to do—believe the patient or her urinary 
diary? (Kenton et al), 633 
editorial comment on (Ghoniem), 635 
Contraception 
no-needle jet anesthetic technique for no-scalpel vasectomy, letter 
(Weiss), 842 
subcutaneous etonogestrel implants with injectable testosterone 
decanoate as male contraceptive (Brady et al), 689 
vasectomy in United States, 2002 (Barone et al), 232 
editorial comment on (Sokal), 236 
Contrast nephropathy, risk/benefit of intravenous contrast in 
trauma patients with elevated serum creatinine (Tremblay 
et al), 2525 
Corticosteroids 
neuromodulatory therapy to improve erectile function after pelvic 
surgery, review article (Burnett and Lue), 882 
safety and efficacy of intravesical BCG in steroid treated and 
immunocompromised patients (Yossepowitch et al), 482 
topical steroid-based creams in clinical balanitis xerotica obliter- 
ans (Vincent and MacKinnon), 167 
Corticotropin-releasing hormone, stress-induced VEGF release 
from mouse bladder explants (Cao et al), 1208 
Costimulatory molecule B7-H1, in clear cell RCC (Thompson et 
al), 2423 
COX-2. See Cyclooxygenase-2 
Creatinine, serum, risk/benefit of intravenous contrast in trauma 
patients with elevation of (Tremblay et al), 2525 
Cryopreservation of sperm 
cost effectiveness of sperm harvesting and cryopreservation dur- 
ing vasectomy reversal (Boyle et al), 2610 
in oncological patients (Meseguer et al), 1549 
outcomes for IVF/ICSI (Wald et al), 1550 
Cryosurgery 
laparoscopic cryoablation of renal angiomyolipoma (Byrd et al), 
1512 
editorial comment on (Marshall), 1516 
percutaneous CT guided cryoablation for localized RCC (Perm- 
pongkosol et al), 1963 
editorial comment on (Palese), 1968 
reply by authors, 1968 
percutaneous CT guided renal cryoablation using local anesthe- 
sia (Permpongkosol et al), 915 
renal parenchymal response to single and multiple cryoablation 
probes (Weld et al), 784 
residual and recurrent disease after renal energy ablative ther- 
apy (Matin et al), 1973 
Cryptorchidism 
failed shortening and inversion of perinatal gubernaculum in 
cryptorchid rat (Barthold et al), 1612 
and fertility potential affected by maternal smoking during preg- 
nancy (Thorup et al), 734 
insulin-like 3 over expression and cryptorchidism in Gnrhr or 
Hox10 deficient mice (Feng et al), 399 
orchiopexy practice patterns in New York State (Capello et al), 
3421180 
CT. See Computerized tomography 
Cyclin kinase subunit 1, in prostate cancer (Shapira et al), 2285 
Cyclooxygenase-2 (COX-2) 
expression in bladder cancer (Wild et al), 953 
expression in Wilms’ tumor (Fridman et al), 1747 
Cyclooxygenase-2 (COX-2) inhibitors 
chemoprevention for bladder cancer, review article (Busby and 
Kamat), 1914 
to prevent urethral strictures after TURP (Sciarra et al), 168 
Cyclosporine A, and pentosan polysulfate sodium for interstitial 
cystitis, letter (Buffington), 838 
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Cyproterone acetate, PSA expression does not necessarily corre- 
late with prostate cancer cell growth (Peternac et al), 354 
Cystectomy 
for bladder cancer 
age and comorbidity impact surgical therapy in older patients 
(Prout et al), 1369 
case mix effects on mortality and length of stay after (Hollen- 
beck et al), 1363 
delay more than 3 months from diagnosis and survival, letter 
(Horan), 2744 
discharge practice patterns after (Taub et al), 2612 
editorial comment on (Steinberg), 2617 
frozen section examination of ureteral margins during (Schu- 
macher et al), 2409 
editorial comment on (Donat), 2413 
ileocecal vs ileal neobladder after (Khafagy et al), 1479 
long-term survival after adjuvant chemotherapy vs control af- 
ter (Lehymann et al), 506 
natural history of positive urinary cytology after (Raj et al), 
2000 
editorial comment on (Brooks), 2005 
outcomes of (Shariat et al), 2414 
editorial comment on (Cookson), 2422 
perioperative mortality from (Quek et al), 2007 
prognostic nomogram for cancer recurrence after (Karakiewicz 
et al), 1354 
editorial comment on (Droller), 1361 
reply by authors, 1362 
relevance of lymph node density in patients undergoing (Kas- 
souf et al), 53 
editorial comment on (Herr), 57 
superficial and deep muscle invasion in pathological staging 
after (Yu et al), 493 
editorial comment on (Steinberg), 498 
complications after cystectomy and urinary diversion in patients 
previously treated for prostate cancer (Tolhurst et al), 1479 
endoscopic management of ureterointestinal strictures after 
(Kurzer and Leveillee), 170 
shock wave lithotripsy of upper urinary tract calculi in patients 
with cystectomy and urinary diversion (El-Assmy et al), 
170 
twenty years experience with ileal orthotopic low pressure blad- 
der substitute (Studer et al), 161 
for urothelial cancer, stage divergence and survival after (Hollen- 
beck et al), 61 4 
Cysteinyl leukotriene D,, detrusor muscle responsiveness to his- 
tamine increased by (Bouchelouche and Bouchelouche), 
361 
Cystitis, interstitial 
cyclosporine A and pentosan polysulfate sodium for, letter (Buff- 
ington), 838 
cysteinyl leukotriene D, increases detrusor muscle responsive- 
ness to histamine (Bouchelouche and Bouchelouche), 361 
vs detrusor overactivity, letter (Parsons), 1253 
vs detrusor overactivity, letter (Parsons), reply by authors, 1254 
efficiency of questionnaires to screen for (Kushner and Moldwin), 
587 
hyperbaric oxygen therapy for (van Ophoven et al), 1442 
stress-induced VEGF release from mouse bladder explants (Cao 
et al), 1208 
uronate peaks and urinary hyaluronic acid correlate with sever- 
ity of (Lokeshwar et al), 1001 
Cystocele, reduction during urodynamic evaluation using vaginal 
gauze pack (Gilleran et al), 1507 
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Cystoplasty 
augmentation cystoplasty at children’s hospitals in U.S. (Lend- 
vay et al), 1716 
in children, bowel preparation before (Gundeti et al), 1574 
editorial comments on (Husmann; Cain), 1576 
reply by authors, 1577 
long-term outcome of sigmoidocolocystoplasty in myelodysplasia 
and neurogenic bladder (Hayashi et al), 1806 
tissue-engineered autologous bladders for (Atala et al), 1059 
ureterocystoplasty: videourodynamic assessment (Podesta et al), 
1721 
Cystoscopy 
Max Nitze, the cystoscope and urology (Herr), 1313 
virtual cystoscopy by intravesical instillation of dilute contrast 
medium, letter (Jones), 1251 
reply by authors, 1251 
Cytopathology, urinary, editorial (Murphy), 2343 
Dartos fascia, double dartos flaps in tubularized incised plate 
hypospadias repair (Kamal), 623 
Delta-9-tetrahydrocannabinol (THC), effects on sperm function 
in vitro (Whan et al), 690 
Depression 
and anxiety in prostate cancer (Korfage et al), 2047 
in female urinary incontinence (Vigod and Stewart), 2121 
Desmin, and myogenin immunohistochemistry of genitourinary 
embryonal rhabdomyosarcoma (Godbole et al), 1751 
Desmopressin 
desmopressin resistant nocturnal polyuria secondary to increased 
nocturnal osmotic excretion (Dehoorne et al), 749 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for nocturnal enuresis (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
toxicity due to prolonged half-life in patients with nocturnal en- 
uresis (Dehoorne et al), 754 
editorial comments on (Cendron; Robson), 757 
Detrusor muscle 
altered nitric oxide synthase, arginase and ornithine decarboxy]l- 
ase activities and polyamine synthesis in ischemic rabbit 
detrusor (Kawano et al), 387 
botulinum-A toxin injections for overactive bladder refractory to 
anticholinergics (Schmid et al), 177 
calcineurin pathway activation and detrusor decompensation in 
rabbit (Clement et al), 1225 
cysteinyl leukotriene D, increases detrusor muscle responsive- 
ness to histamine (Bouchelouche and Bouchelouche), 361 
long-term urodynamic follow-up of untreated detrusor underac- 
tivity in men (Thomas et al), 213 
muscarinic receptors in urothelium and (Tyagi et al), 1673 
partial bladder outlet obstruction and protein kinase C induced 
detrusor contraction in rabbit (Stanton et al), 2716 
quantitative morphometry in obstructed males (Collado et al), 
2722 
Detrusor overactivity. See also Bladder overactivity 
bladder diary volume per void measurements in (Amundsen et 
al), 2530 
bladder symptoms in prediction of, letter (Schaefer), 1255 
reply by authors, 1256 
cost-consequence analysis of botulinum-A toxin use in (Kalsi et 
al), 2569 
idiopathic, tension-free vaginal tape in stress incontinence and 
(Duckett and Tamilselvi), 1508 
inhibition by selective a1A-adrenoceptor antagonist in rat BPH 
model (Tatemichi et al), 1236 
vs interstitial cystitis, letter (Parsons),-1253 
reply by authors, 1254 
mechanism of botulinum toxin efficacy in (Apostolidis et al), 1058 
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neurogenic, nociceptin/orphanin FQ for (Lazzeri et al), 2098 
quality of life in neurogenic vs idiopathic detrusor overactivity 
after intradetrusor botulinum-A toxin injections (Kalsi et 
al), 2569 
refractory, multiple resiniferatoxin intravesical instillations in 
(Kuo et al), 641 
techniques for intradetrusor administration of botulinum toxin 
(Sahai et al), 2569 
therapy resistant, botulinum-A toxin in incontinent children with 
(Hoebeke et al), 328 
two different regimens of oxybutynin for (Salvatore et al), 215 
Detrusor sphincter dyssynergia, significance of chronology 
(Karsenty et al), 212 
Dextranomer 
cost-effectiveness of dextranomer/hyaluronic acid-for VUR 
reflux correction at time of diagnosis (Benoit et al), 2649 
editorial comments on (Roth; Diamond), 2653 
substitution for surgical management (Benoit et al), 1588 
editorial comment on (Stovsky), 1592 
endoscopic injection of dextranomer/hyaluronic acid to correct 
VUR after failed ureteroneocystostomy (Kitchens et al), 
1861 
instillation of contrast cystogram after dextranomer/hyaluronic 
acid (Pinto et al), 2654 
long-term effects of dextranomer injections for urinary inconti- 
nence (Lottmann et al), 1762 
postoperative ureteral obstruction after subureteral injection of 
dextranomer/hyaluronic acid (Vandersteen et al), 1593 
subureteral injection of dextranomer/hyaluronic acid as first line 
treatment for VUR (Puri et al), 1856 
editorial comment on (Furness), 1859 
VUR management in era of dextranomer/hyaluronic acid copoly- 
mer (Lendvay et al), 1865 
DHT. See Dihydrotestosterone 
Diabetes mellitus 
bladder nerve growth factor and p75N™® genetic expression in 
diabetic rats (Tong and Cheng), 837 
clinical, socioeconomic, and lifestyle parameters of ED in diabetic 
men (Kalter-Leibovici et al), 237 
diabetes, vascular disease, and prevalence of ED in primary care 
setting (Grover et al), 684 
erectile dysfunction and (Sun et al), 1081 
editorial comment on (Marks), 1085 
longitudinal assessment of quality of life in patients with type 2 
diabetes and ED (Berardis et al), 238 
time dependent changes in diabetic cystopathy in rats (Danesha- 
gari et al), 380 
vascular damage in, as risk factor for BPH (Berger et al), 676 
Dialysis 
outcome of patients on dialysis with upper urinary tract TCC (Wu 
et al), 477 
quality of life and sexuality in chronic dialysis female patients 
(Coelho-Marques et al), 686 
risk for death with peritoneal death vs hemodialysis (Jaar et al), 
1517 
Diet and nutrition 
bladder cancer and 
chemoprevention, review article (Busby and Kamat), 1914 
for prevention—could a carrot be the stick? (Konety), 864 
protective effects of plasma carotenoids (Hung et al), 1192 
non-covalent binding of lycopene, lycophyll, and oxidative metab- 
olites with 5-lipoxygenase (Hazai et al), 2305 
perioperative plan for radical cystectomy and urinary intestinal 
diversion (Maffezzini et al), 945 
editorial comment on (Steinberg), 948 
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prostate cancer and 
cancer prevention by green tea catechins (Bettuzzi et al), 1685 
diet after diagnosis and risk of cancer progression, recurrence, 
and death (Chan et al), 109 
effect on cancer risk in U.S. men (Wu et al), 109 
incident and fatal, calcium intake and (Giovannucci et al), 1438 
meat and meat mutagens and cancer risk (Cross et al), 1439 
meat consumption among black and white men and prostate 
cancer risk (Rodriguez et al), 1439 
stone disease and 
dietary calcium and stone forming risk during liberal oxalate 
intake (Matsumoto et al), 132 
effect of fruits and vegetables on urinary stone risk (Meschi et 
al), 147 
risk of incident kidney stones in men (Taylor et al), 148 
Difluoromethylornithine, vs placebo to prevent bladder cancer 
recurrence (Messing et al), 500 
Dihydrotestosterone (DHT), prostate DHT and cancer aggres- 
siveness using Gleason score (Nishiyama et al), 1387 
Direct cancer tissue proteomics (Hwang et al), 2741 
Discharge practice patterns, after cystectomy for bladder cancer 
(Taub et al), 2612 
editorial comment on (Steinberg), 2617 
DNA 
advancing age and sperm gene defects (Wyrobek et al), 2151 
age-related decline in sperm DNA integrity and male infertility 
(Moskovtsev et al), 1095 
DNA methyltransferase inhibition and prostate tumorigenesis in 
mouse (McCabe et al), 1248 
gene methylation in urine samples for prostate cancer detection 
(Rogers et al), 2280 
North American white mitochondrial haplotypes in prostate and 
renal cancer, letter (Canter et al), 2308 
reply by authors, 2309 
sperm chromatin structure assay in infertility diagnosis (Boe- 
Hansen et al), 2152 
sperm DNA damage and embryo quality after ICSI (Zini et al), 
240 
sperm DNA fragmentation: threshold value in male fertility 
(Sergerie et al), 240 
Docetaxel 
early chemotherapy for metastatic prostate cancer (Lucas and 
Petrylak), S72 
schedule dependent efficacy of gefitinib and docetaxel for bladder 
cancer (Kassouf et al), 787 
Donors, kidney 
attitudes of minority patients with end-stage renal disease re- 
garding ABO-incompatible list-paired exchanges (Acker- 
man), 271 
impact of accepting living donors with mild hypertension or pro- 
teinuria on transplantation rates (Karpinski et al), 2582 
long-term outcome of renal transplant from older donors (Re- 
muzzi et al), 2187 
multidetector CT angiography to predict lumbar venous anatomy 
before donor nephrectomy (Schlunt et al), 2576 
editorial comment on (McLorie), 2581 
organ exchanges: fairness to O-blood group (Veatch), 271 
relative roles for list paired exchange, live donor paired exchange 
and desensitization (Segev et al), 272 
in reply: ABO-incompatible list-paired exchanges including an O 
recipient cannot be ethically justified (Ross and Thistle- 
thwaite), 271 
ureteral strictures after laparoscopic donor nephrectomy (Breda 
et al), 1065 
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Doxazosin, efficacy and safety of doxazosin gastrointestinal ther- 
apeutic system in BPH with hypertension (Chung and 
Hong), 678 
Drop-in group medical appointments (Fletcher et al), 1122 
editorial comment on (Baum), 1126 
Drug toxicity/adverse effects 
desmopressin toxicity due to prolonged half-life in patients with 
nocturnal enuresis (Dehoorne et al), 754 
editorial comments on (Cendron; Robson), 757 
effects of ofloxacin on BCG induced toxicity in superficial bladder 
cancer (Colombel et al), 935 
intraoperative floppy iris syndrome and tamsulosin (Lawrents- 
chuk and Bylsma), 2121 
mild cognitive impairment in elderly people and anticholinergic 
drugs (Ancelin et al), 210 
toxicity and marker response to intravesical apaziquone for su- 
perficial bladder cancer (van der Heijden et al), 1349 
editorial comment on (Kurth), 1353 
Dutasteride 
effects of 5a-reductase inhibitors on natural history, detection 
and grading of prostate cancer, letter (Pitts), 408 
reply by authors, 408 
effects on disease measures in BPH (Gittelman et al), 1045 
editorial comment on (Andriole), 1050 
induces atrophic changes and decreases cancer volume in pros- 
tate (Iezkowski et al), 677 
interpretation of serum PSA in men receiving 5a-reductase in- 
hibitors, review article (Marks et al), 868 
prevention of BPH disease (Marks et al), 1299 
tolerability of long-term therapy in BPH (Schulman et al), 2123 
Dysautonomia, occult, in women with Fowler’s syndrome (Am- 
arenco et al), 1509 
E-cadherin 
ancestry, genetic susceptibility, E-cadherin-160A and prostate 
cancer risk, editorial (Macoska), 435 
E-cadherin —160 C/A polymorphism and prostate cancer risk in 
white and black men (Pookot et al), 793 (erratum, 1688) 
E-cadherin protein and prostate cancer salvage radiotherapy out- 
comes (Ray et al), 1409 
editorial comment on (Pettaway), 1414 
Economic issues 
autologous fascial sling vs polypropylene tape, letter (Goldman), 411 
reply by authors, 412 
cost-consequence analysis of botulinum-A toxin use in detrusor 
overactivity (Kalsi et al), 2569 
cost-effectiveness of dextranomer/hyaluronic acid for VUR 
reflux correction at time of diagnosis (Benoit et al), 2649 
editorial comments on (Roth; Diamond), 2653 
substitution for surgical management (Benoit et al), 1588 
editorial comment on (Stovsky), 1592 
cost effectiveness of sperm harvesting and cryopreservation dur- 
ing vasectomy reversal (Boyle et al), 2610 
cost savings through downsizing office supply inventory and just 
in time ordering (Gonzalez et al), 267 
cost trends for oncological renal surgery (Hollingsworth et al), 
1097 
editorial comment on (Phelan), 1101 
costs of urinary incontinence among female Medicare beneficia- 
ries (Anger et al), 247 
editorial comment on (Evans), 251 
reply by authors, 251 
economic impact of alfuzosin 10 mg once daily for acute urinary 
retention in UK (Annemans et al), 273 
HMO cost analysis of neonatal circumcision, letters (Morris and 
Castellsague; Denniston et al; Van Howe; Gibbons), 2315 
reply by authors, 2317 
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lifetime implications and cost-effectiveness of finasteride to pre- 
vent prostate cancer (Zeliadt et al), 274 

outcome and cost analysis of BPH treatments (Stovsky et al), 
1500 

prediction of Medicare drug formulary drugs for overactive blad- 
der (Grocela et al), 252 

editorial comment on (Drach), 255 
ED. See Erectile dysfunction 
Editorials 

ancestry, genetic susceptibility, E-cadherin-160A and prostate 
cancer risk (Macoska), 435 

bladder cancer prevention—could a carrot be the stick? (Konety), 
864 

bladder/prostate rhabdomyosarcoma (Womer and Snyder), 1278 

blind faith (Steers), 1905 

choices (Resnick), 2342 

circumcision—are you with us or against us? (Elder), 1911 

combined metabolic/anatomical imaging (Williams), 863 

ED a decade later: another paradigm shift (Seftel), 10 

female urology: changing realm of diagnosis and management 


(Appell), 438 
getting your article published in The Journal of Urology (Atala), 
1277 


individualizing the approach to urological trauma (Stage), 2349 
male pelvic health (Kaplan), 2351 , 
management of adult ureteropelvic junction obstruction (Win- 
field), 866 
management of small renal cancers (Fisher), 1907 
molecular signatures for predicting bladder cancer prognosis 
(Lokeshwar), 2347 
nonsurgical management of Peyronie’s disease—are we making 
any progress? (Meacham), 12 
obesity and erectile dysfunction (Jarow), 1282 
percutaneous nephrolithotomy: burden or opportunity (Linge- 
man), 14 
RON and EGFR in human bladder carcinogenesis (Thomas and 
Theodorescu), 1909 
shock wave lithotripsy for upper tract stones: refining the algo- 
rithm (Pearle), 1280 
the surgecn-scientist: a challenge that can be met (Schaeffer), 9 
varicocele: size does matter (Tanrikut and Goldstein), 1912 
we need to lead and not be led (Droller), 861 
what’s the trouble with cytology? (Murphy), 2343 
which patients benefit most from radical prostatectomy (Smith), 
437 
and the winners are (Resnick), 433 (erratum, 1688) 
EGFR. See Epidermal growth factor receptor 
Elderly persons. See also Age/aging 
age and comorbidity impact surgical therapy in older bladder 
cancer patients (Prout et al), 1369 
age-related testosterone depletion in patients with ED (El-Sakka 
and Hassoba), 2589 
effect of ADH on nocturia in elderly men (Ho et al), 210 
free testosterone, BMD and fractures in elderly men (Mellstrom 
et al), 686 
incidence of nocturia in 50 to 80-year-old Finnish men (Hakkinen 
et al), 2541 
editorial comment on (Weiss), 2545 
Massachusetts Male Aging Study 
ED as predictor of metabolic syndrome in aging men (Kupelian 
et al), 222 
relationship between sex hormones and ED (Kupelian et al), 
2584 
mild cognitive impairment in elderly people and anticholinergic 
drugs (Ancelin et al), 210 
obesity as predictor of ED i older men (Riedner et al), 1519 








St 


Ele 














SUBJECT 


older African American women’s decisions to joint PLCO Cancer 
Screening trial (Trauth et al), 1135 

PSA testing in (Konety), 585 

PSA testing in men older than 75 years in US (Scales et al), 511 

sacral neuromodulation for intractable urge incontinence 
(Amundsen et al), 211 

sexual activity/function in middle-aged and older women (Addis 
et al), 1546 

testosterone and estradiol among older men (Orwoll et al), 238 


Electromyography (EMG), electrodes for EMG documentation of 


urethral sphincter relaxation during voiding (Mahajan et 
al), 1510 


Embryology. See also Prenatal diagnosis 


anatomy and embryology of posterior urethral valves, letter (De- 
wan), 2313 
reply by authors, 2313 
fetal muscle development of vesical trigone (Oswald et al), 1166 
gender specific assessment of fetal bladder wall development 
(Koerner et al), 2674 


Endoscopic procedures 


determinants of endoscopic VUR correction (Lorenzo et al), 1851 
endoscopic evidence of calculus attachment to Randall’s plaque, 
letter (Matlaga and Lingeman), 1254 
endoscopic injection of dextranomer/hyaluronic acid to correct 
VUR after failed ureteroneocystostomy (Kitchens et al), 
1861 
endoscopic stone surgery and post-operative sepsis (Mariappan 
and Tolley), 604 
endoscopic surgical skill qualification system in Japan (Matsuda 
et al), 2168 
editorial comment on (McDougall), 2172 
for high grade VUR in infants (Dawrant et al), 1847 
for management of ureterointestinal strictures after cystectomy 
(Kurzer and Leveillee), 170 
for management of VUR in women with pyelonephritis (Okeke et 
al), 2219 
for persisting mesonephric duct (Kajbafzadeh and Payabvash), 
2657 
salvage extravesical ureteral reimplantation after failed endo- 
scopic surgery for VUR (Elmore et al), 1158 
semirigid ureteroscopy aided by external lower-abdominal pres- 
sure (Dagnone et al), 2071 
single center experience with endoscopic management of VUR, 
letter (Dewan), 2746 
reply by authors, 2747 
surgical practice patterns in endoscopic management of uretero- 
celes (Byun and Merguerian), 1871 
editorial comment on (Smith), 1877 
transvesical endoscopic peritoneoscopy (Estevao-Lima et al), 802 
venacavoscopy during nephrectomy for RCC with inferior vena 
caval thrombus (Lowentritt et al), 468 


Endothelin, sex differences and role of sex steroids in renal injury, 


review article (Metcalfe and Meldrum), 15 


Endothelium 


endothelial cell-based iNOS gene transfer and mouse erectile 
responses (Wessells et al), 685 
endothelial function after tadalafil for ED (Foresta et al), 685 


Endoureterotomy, holmium laser, for benign ureteral strictures 


(Lane et al), 2070 


Enuresis. See also Nocturia 


abnormal circadian rhythm in children with enuresis and hyper- 
calciuria (Raes et al), 1147 

bladder reservoir function in children with (Hagstroem et al), 759 

circadian variation of angiotensin II and aldosterone in (Rittig et 
al), 774 


INDEX 2803 


desmopressin resistant nocturnal polyuria secondary to increased 
nocturnal osmotic excretion (Dehoorne et al), 749 
desmopressin toxicity due to prolonged half-life in patients with 
(Dehoorne et al), 754 
editorial comments on (Cendron; Robson), 757 
impact of ADHD on brainstem dysfunction in (Baeyens et al), 743 
persistent and occasional, in orthotopic urinary diversion (El- 
Bahnasawy et al), 624 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
urinary calcium excretion in (Kamperis et al), 770 
EO9, intravesical apaziquone for superficial bladder cancer 
Phase I/II pilot study (Puri et al), 1344 
Phase III marker lesion study (van der Heijden et al), 1349 
editorial comment on (Kurth), 1353 
Epidemiology 
collecting duct (Bellini duct) RCC in Japan (Tokuda et al), 40 
editorial comment on (Linehan), 43 
common variant of prostate cancer in European and African 
populations (Amundadottir et al), 1436, 2306 
diabetes, vascular disease, and prevalence of ED in primary care 
setting (Grover et al), 684 
diet and prostate cancer risk in U.S. men (Wu et al), 109 
ED and diabetes mellitus (Sun et al), 1081 
editorial comment on (Marks), 1085 
evolving presentation of renal carcinoma in U.S. (Nguyen et al), 
2397 
editorial comment on (Litwin), 2400 
incidence of primary and recurrent acute urinary retention in 
England, 1998-2003 (Cathcart et al), 200 
editorial comment on (McNeill), 204 
Massachusetts Male Aging Study 
ED as predictor of metabolic syndrome in aging men (Kupelian 
et al), 222 
relationship between sex hormones and ED (Kupelian et al), 
2584 
mortality after surgery for urologic cancers in specialized urology 
hospitals (Konety et al), 2007, 2465 
prevalence and risk factors for female sexual dysfunction in Turk- 
ish women, letter (Esposito et al), 840 
reply by authors, 841 
prevalence of prostatitis-like symptoms in managed care popula- 
tion (Clemens et al), 593 
editorial comment on (Nickel), 596 
prevalence of urinary incontinence among community dwelling 
men (Anger et al), 2103 
editorial comment on (Johnson), 2108 
racial disparity in bladder cancer (Lee et al), 927 
editorial comments on (Spencer and Benson; Fleshner), 933 
of RCC, review article (Lipworth et al), 2353 
risk factors for ED (Bacon et al), 217 
risk factors for self-reported history of prostatitis (Rothman et al), 
1017 
serum PSA and prostate volume in Taiwanese men with BPH 
(Chang et al), 196 
sexual behavior, STDs, prostatitis and prostate cancer risk in 
black men (Sarma et al), 1108 
smoking and ED in Australian men (Millett et al), 1091 
smoking and sexual dysfunction in Chinese males (Lam et al), 
237 
use of hormonal therapy in metastatic prostate cancer (Lu-Yao et 
al), 526 
Epidermal growth factor receptor (EGFR) 
androgen and EGFR immunoreactivity in samples of radical pros- 
tatectomy (Schafer et al), 532 
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and RON in human bladder carcinogenesis, editorial (Thomas 
and Theodorescu), 1909 
and RON in human bladder carcinogenesis (Hsu et al), 2262 
Epidermoid cyst, testicular and paratesticular neoplasms in pre- 
pubertal males, review articles (Agarwal and Palmer), 875 
Epididymis 
acute epididymitis in children (Haecker et al), 1185 
microsurgical repair of iatrogenic injuries from hydrocelectomy 
(Hopps and Goldstein), 2077 
editorial comment on (Nagler), 2080 
rapid diagnosis of Brucella epididymo-orchitis by PCR in urine 
samples (Queipo-Ortuno et al), 2290 
Epispadias 
aesthetic aspects of bladder exstrophy (VanderBrink et al), 1810 
anterior perineal reconstruction in exstrophy-epispadias complex 
(Caione et al), 740 
bladder neck reconstruction for incontinence after staged exstro- 
phy/epispadias closures (DeCambre et al), 288 
staged pelvic closure of pubic diastasis in exstrophy-epispadias 
complex (Mathews et al), 2196 
EPO. See Erythropoietin 
Equipment. See Technology and equipment 
Erectile dysfunction (ED). See also Sexual function/dysfunction 
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smoking and sexual dysfunction in Chinese males (Lam et al), 
237 

soluble guanylate cyclase beta(1)-subunit in mononuclear cells in 
(Mateos-Caceres et al), 685 

testosterone and ED recovery after radiotherapy and LHRH ago- 
nists (Wilke et al), 2466 

vascular damage as risk factor for BPH and (Berger et al), 2572 

vascular risk factors and ED in healthy men (Ponholzer et al), 684 


Erlotinib, combined with bevacizumab for RCC (Hainsworth et al), 
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Errata, 414, 844, 1259, 1688, 2749 
Erythropoietin (EPO), transdermal androgens to augment EPO 


for anemia of chronic renal disease (Brockenbrough et al), 
1546 


Estrogens 


for bone related events in high risk prostate cancer (Srinivas and 
Colocci), S50 

breast cancer as second primary in patients with prostate cancer 
(Karlsson et al), 538 

testosterone and estradiol among older men (Orwoll et al), 238 
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age-related testosterone depletion in patients with (El-Sakka and 
Hassoba), 2589 
clinical, socioeconomic, and lifestyle parameters of ED in diabetic 
men (Kalter-Leibovici et al), 237 
diabetes, vascular disease, and prevalence of ED in primary care 
setting (Grover et al), 684 
diabetes mellitus and (Sun et al), 1081 
editorial comment on (Marks), 1085 
ED a decade later: another paradigm shift, editorial (Seftel), 10 
effect of FK1706 on erectile function after cavernous nerve crush 
injury in rat (Hayashi et al), 824 
endothelial cell-based iNOS gene transfer and mouse erectile 
responses (Wessells et al), 685 
endothelial function after tadalafil for (Foresta et al), 685 
impact of ED after 9 months of sildenafil treatment (Althof et al), 
2132 
longitudinal assessment of quality of life in patients with type 2 
diabetes and (Berardis et al), 238 
male pelvic health, editorial (Kaplan), 2351 
Massachusetts Male Aging Study 
ED as predictor of metabolic syndrome in aging men (Kupelian 
et al), 222 
relationship between sex hormones and ED (Kupelian et al), 
2584 
neuromodulatory therapy to improve erectile function after pelvic 
surgery, review article (Burnett and Lue), 882 
obesity and, editorial (Jarow), 1282 
obesity as predictor of ED in older men (Riedner et al), 1519 
outcome of penile prosthesis implantation for (Minervini et al), 
1477 
in patients consulting urologists for BPH (Hoesl et al), 274 
PDE-5 isoforms and inhibitory effects of sildenafil and vardenafil 
(Lin et al), 1242 
PDE5 inhibitors’ duration of response in treatment of (Dunn et 
al), 2150 
potency following robotic radical prostatectomy, letter (Costello), 
412 
reply by authors, 413 
prediction of sexual function after nerve sparing radical retropu- 
bic prostatectomy (Michl et al), 227 
risk factors for (Bacon et al), 217 
sildenafil for ED in renal allograft recipients (Sharma et al), 2607 
smoking and ED in Australian men (Millett et al), 1091 


suppliers of prostate cancer drugs (McKoy et al), 586 
informed vs uninformed consent for prostate surgery: value of 
electronic consents (Issa et al), 694 ’ 
editorial comment on (Hanno), 699 
relative roles for list paired exchange, live donor paired exchange 
and desensitization (Segev et al), 272 
in reply: ABO-incompatible list-paired exchanges including an O 
recipient cannot be ethically justified (Ross and Thistle- 
thwaite), 271 
we need to lead and not be led, editorial (Droller), 861 
Etonogestrel implants, with injectable testosterone decanoate as 
male contraceptive (Brady et al), 689 
Evidence-based medicine 
interpreting statistics in urological literature, review article 
(Scales et al), 1938 
residual and recurrent disease after renal energy ablative ther- 
apy (Matin et al), 1973 
survey of AUA members (Sur et al), 1127 
Exercise 
long-term physical activity and lower urinary tract symptoms in 
men (Orsini et al), 2546 
editorial comment on (McVary), 2550 
lower urinary tract symptoms and pelvic floor muscle exercise 
adherence (Bo et al), 2575 
Fatty acid binding proteins, as markers in RCC (Seliger et al), 
58 
Fatty acid synthase, cancer and (Kuhajda), 2305 
Fecal incontinence 
in children with spina bifida or anal atresia, anal plug for (Van 
Winckel et al), 342 
effect of pregnancy and mode of delivery on prevalence (McKinnie 
et al), 674 
Fertility. See also Infertility 
awareness, intentions concerning childbearing, and attitudes to- 
ward parenthood among female and male academics (Lam- 
pic et al), 688 
preconception sex selection demand and preferences in US 
(Dahl), 687 
cryptorchidism and fertility potential affected by maternal smok- 
ing during pregnancy (Thorup et al), 734 
DNA fragmentation: threshold value in male fertility (Sergerie et 
al), 240 as 
effects of delta-9-THC on sperm function in vitro (Whan et al), 
690 
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outcomes of cryopreserved sperm for IVF/ICSI (Wald et al), 1550 
persistent motile sperm after ligation band vasectomy (Levine et 
al), 2146 
sperm cryopreservation in oncological patients (Meseguer et al), 
1549 
subcutaneous etonogestrel implants with injectable testosterone 
decanoate as male contraceptive (Brady et al), 689 
FGF. See Fibroblast growth factor 
Fibrin sealant 
hemostatic agents and sealants, review article (Hong and Lough- 
lin), 2367 
safety and efficacy in tubeless percutaneous nephrolithotomy 
(Shah et al), 2488 
editorial comment on (Uribe), 2492 
reply by authors, 2492 
Fibroblast growth factor (FGF) 
bladder tumor molecular profiling based on FGFR3 and TP53 
mutations (Lamy et al), 2686 
molecular signatures for predicting bladder cancer prognosis, 
editorial (Lokeshwar), 2347 
periurethral injection of sustained release basic FGF improves 
contractility of rat urethra (Takahashi et al), 819 
Filum terminale sectioning, for treatment of occult tethered 
spinal cord (Metcalfe et al), 1826 
editorial comment on (Wiener), 1830 
reply by authors, 1830 
Finasteride 
effects of 5a-reductase inhibitors on natural history, detection 
and grading of prostate cancer, letter (Pitts), 408 
reply by authors, 408 
effects of long-term treatment on prostate cancer morphology and 
outcome (Rubin et al), 996 
interpretation of serum PSA in men receiving 5a-reductase in- 
hibitors, review article (Marks et al), 868 
long term effects on PSA levels, letter (Walsh), 409 
reply by authors, 410 
MRI assessment of finasteride effect on prostatic suburethral 
microcirculation (Jia et al), 2299 
to prevent prostate cancer, lifetime implications and cost-effec- 
tiveness of (Zeliadt et al), 274 
prevention of BPH disease (Marks et al), 1299 
prostate cancer prevention and (D’Amico and Barry), 2010 
editorial comment on (Thompson), 2012 
reply by authors, 2013 
FISH. See Fluorescence in situ hybridization 
Fistula, tunica vaginalis flap for post-Snodgrass fistula (Routh et 
al), 1578 
editorial comments on (Borer; Palmer; Belman), 1581 
FK1706, effect on erectile function after cavernous nerve crush 
injury in rat (Hayashi et al), 824 
Floppy iris syndrome, intraoperative, tamsulosin and (Lawrents- 
chuk and Bylsma), 2121 
Fluorescence in situ hybridization (FISH), multitarget FISH 
assay to diagnose bladder cancer in patients with hematu- 
ria (Sarosdy et al), 44 
Fluoroquinolones 
minimum inhibitory, mutant prevention and minimum bacteri- 
cidal concentrations of ciprofloxacin, levofloxacin and 
garenoxacin against enteric gram-negative UTI pathogens 
(Hansen and Blondeau), 597 
time to symptom relief for UTI with extended-release ciprofloxa- 
cin (Klimberg et al), 598 
5-Fluorouracil, locally advanced prostate cancer treated with con- 
comitant radiation and (Swanson et al), 548 
editorial comment on (Carroll), 553 
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Fowler’s syndrome, occult dysautonomia in women with (Am- 
arenco et al), 1509 
Fractures 
bone related events in high risk prostate cancer (Srinivas and 
Colocci), S50 
free testosterone, BMD and fractures in elderly men (Mellstrom 
et al), 686 
management of penile fracture (Abolyosr et al), 2089 
sexual and excretory dysfunction 1 year after pelvic fracture 
(Wright et al), 1540 
editorial comment on (McAninch), 1545 
Functional magnetic stimulation, for mixed urinary inconti- 
nence, letter (But et al), 1257 
reply by authors, 1257 
G proteins, activating mutations of Gsa in kidney cancer (Kalfa et 
al), 891 
Garenoxacin, minimum inhibitory, mutant prevention and mini- 
mum bactericidal concentrations of ciprofloxacin, levo- 
floxacin and garenoxacin against enteric gram-negative 
UTI pathogens (Hansen and Blondeau), 597 
Gefitinib, schedule dependent efficacy of gefitinib and docetaxel for 
bladder cancer (Kassouf et al), 787 
Gelatin, hemostatic agents and sealants, review article (Hong and 
Loughlin), 2367 
Gemcitabine 
intravesical 
in recurrent superficial bladder carcinoma (Campodonico et al), 
61 
for superficial bladder cancer (Gontero et al), 60 
treatment of Ta-T1 TCC of bladder (Serretta et al), 60 
vitamins C and K3 sensitize urothelial tumors to (Kassouf et al), 
1642 
Gender differences. See also Men; Women 
familial VUR (Pirker et al), 1776 
fertility awareness, intentions concerning childbearing, and atti- 
tudes toward parenthood among female and male academ- 
ics (Lampic et al), 688 
gender and incidence of benign lesions for clinically localized 
small renal masses (Snyder et al), 2391 
editorial comment on (Matin), 2395 
reply by authors, 2396 
gender specific assessment of fetal bladder wall development 
(Koerner et al), 2674 
sex differences and role of sex steroids in renal injury, review 
article (Metcalfe and Meldrum), 15 
Gender identity 
in female-raised 46,XY persons with penile agenesis, cloacal ex- 
strophy of bladder, or penile ablation (Meyer-Bahlburg), 
1619 
gender change in 46,XY persons with 5a-reductase deficiency and 
17B-hydroxysteroid dehydrogenase-3 deficiency (Cohen- 
Kettenis), 1619 
gender dysphoria and gender change in androgen insensitivity or 
micropenis (Mazur), 1618 
partial urogenital sinus mobilization for congenital adrenal hy- 
perplasia (Braga et al), 2199 
and sex-of-rearing in sexual differentiation disorders (Reiner), 
1186 
Gene expression profiling 
bladder nerve growth factor and p7 
diabetic rats (Tong and Cheng), 837 
bladder tumor molecular profiling based on FGFR3 and TP53 
mutations (Lamy et al), 2686 
gene signatures of progression and metastasis in RCC (Jones et 
al), 405 
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global gene expression patterns in mouse wolffian duct develop- 
ment (Mingin et al), 1701 
insulin-like 3 over expression and cryptorchidism in Gnrhr or 
Hox10 deficient mice (Feng et al), 399 
molecular correlated to Gleason grading system for prostate car- 
cinoma (True et al), 2741 
muscarinic receptors in human urothelium and detrusor (Tyagi et 
al), 1673 
prognostic factors for localized prostate carcinoma incidentally 
discovered at TURP (Abaza et al), 2701 
spatial and isoform specific p63 expression in male urogenital 
tract (Saito et al), 2268 
Gene therapy 
HGF gene transfer after bladder outlet obstruction in rat (Ku et 
al), 1230 
IL-21 gene therapy for bladder cancer in mouse model (Furukawa 
et al), 1198 
neuromodulatory therapy to improve erectile function after pelvic 
surgery, review article (Burnett and Lue), 882 
Gene transfer 
endothelial cell-based iNOS gene transfer and mouse erectile 
responses (Wessells et al), 685 
retroviral transfer of T cell receptor genes in RCC (Engels et al), 
405 
Genetics 
activating mutations of Gsa in kidney cancer (Kalfa et al), 891 
advancing age and sperm gene defects (Wyrobek et al), 2151 
ancestry, genetic susceptibility, E-cadherin-160A and prostate 
cancer risk, editorial (Macoska), 435 
ART and genomic imprinting disorders (Sutcliffe et al), 2609 
breast cancer as second primary in patients with prostate cancer 
(Karlsson et al), 538 
clinical and molecular characterization of hypogonadotropic hy- 
pogonadism (Bhagavath et al), 689 
common variant of prostate cancer in European and African 
populations (Amundadottir et al), 1436, 2306 
E-cadherin —160 C/A polymorphism and prostate cancer risk in 
white and black men (Pookot et al), 793 (erratum, 1688) 
familial VUR, (Pirker et al), 1776 
family history and survival after prostatectomy (Siddiqui et al), 
1118 
gene methylation in urine samples for prostate cancer detection 
(Rogers et al), 2280 
molecular signatures for predicting bladder cancer prognosis, 
editorial (Lokeshwar), 2347 
NKK3.1 germ-line mutation and hereditary prostate cancer 
(Zheng et al), 1249 
North American white mitochondrial haplotypes in prostate and 
renal cancer, letter (Canter et al), 2308 
reply by authors, 2309 
novel gammaretrovirus in R462Q RNASEL prostate cancer vari- 
ant (Urisman et al), 1437 
reevaluation of azoospermic factor C microdeletions using se- 
quence-tagged site markers from GenBank Database 
(Fukushima et al), 2609 
Y-chromosome microdeletions and recurrent pregnancy loss (De- 
wan et al), 1094 
Genitofemoral nerve grafts, with radical retropubic prostatec- 
tomy (Nelson et al), 2466 
Genitourinary sarcoma (Dotan et al), 2033 
editorial comment on (Sagalowsky), 2038 
Germ cell tumors 
adjunctive nephrectomy at retroperitoneal lymph node dissection 
for nonseminomatous germ cell testicular cancer (Stephen- 
son et al), 1996 
editorial comment on (Dahm), 1999 
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bilateral testicular, management and outcome (Hentrich et al), 


1000 
clinical stage I nonseminomatous tumors, surveillance of (Divrik 
et al), 1424 


editorial comments on (Foster; Stephenson and Klein), 1429 
enucleation for prepubertal Leydig cell tumor (Henderson et al), 
703 
extragonadal malignant, prognostic factors in children (Marina et 
al), 2680 
FDG PET vs CT to predict viable tumor in post-chemotherapy 
seminoma residuals (Becherer et al), 110 
predicting retroperitoneal teratoma in men undergoing post-che- 
motherapy retroperitoneal lymph node dissection (Carver 
et al), 100 
editorial comment on (DeWolf), 103 
reply by authors, 104 
risk-adapted management of stage I seminoma (Aparicio et al), 
1440 
testicular and paratesticular neoplasms in prepubertal males, 
review articles (Agarwal and Palmer), 875 
GFR. See Glomerular filtration rate 
Gleason score 
biopsy Gleason score vs prostatectomy Gleason score (Fitzsimons 
et al), 2453 
editorial comment on (Kattan), 2458 
Gleason pattern on needle biopsy and outcome of Gleason 7 
tumors (Gonzalgo et al), 998 
molecular correlate to (True et al), 2741 
outcome of underscored Gleason 7 prostate tumors (Pinthus et 
al), 979 
editorial comment on (Pruthi), 984 
prostate DHT and cancer aggressiveness using ( Nishiyama et al), 
1387 
Glomerular filtration rate (GFR) 
agreement between two methods of estimation (Garcia-Naveiro et 
al), 1518 
measurement of kidney function (Stevens and Levey), 606 
natural history of renal function after ileal conduit diversion for 
cancer (Samuel et al), 2518 
editorial comment on (Koch), 2522 
Glucose, effect of ADT on fasting serum lipid and glucose param- 
eters (Yannucci et al), 520 
Glycosaminoglycans, uronate peaks and urinary hyaluronic acid 
correlate with interstitial cystitis severity (Lokeshwar et 
al), 1001 
Gonadoblastoma, testicular and paratesticular neoplasms in pre- 


pubertal males, review articles (Agarwal and Palmer), 875 © 


Goserelin, PSA expression does not necessarily correlate with 
prostate cancer cell growth (Peternac et al), 354 
Granulosa cell tumor, testicular and paratesticular neoplasms in 

prepubertal males, review articles (Agarwal and Palmer), 
875 
Green tea catechins, prevention of prostate cancer by (Bettuzzi et 
al), 1685 
Hand assisted laparoscopic surgery 
nephrectomy: hand pain during (Ost et al), 149 
nephroureterectomy: technique, margin status, and surgical out- 
comes (Brown et al), 506 
retroperitoneoscopic nephroureterectomy: Johnnie Walker posi- 
tion (Ou et al), 2063 
editorial comment on (Libertino), 2067 
reply by authors, 2067 
wound complications after, letter (Mah et al), 839 
reply by authors, 839 
B-hCG. See B-Human chorionic gonadotropin 
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Heat shock protein 20, and contractile stress in obstructed rat 
bladder (Batts et al), 1679 
Hemangioma, benign vascular lesions of scrotum (Hubert et al), 
2245 
Hematuria 
CT diagnosis of pancreatic carcinoma presenting with gross he- 
maturia (Lang et al), 782 
multitarget FISH assay to diagnose bladder cancer in patients 
with (Sarosdy et al), 44 
Hemocyanins, antitumor effect Concholepas hemocyanin in mu- 
rine bladder cancer (Moltedo et al), 2690 
Hemodynamics 
esophageal Doppler improves intraoperative monitoring during 
laparoscopic surgery (Kol‘opanos et al), 1023 
nocturia and circadian blood pressure profile (Graugaard-Jensen 
et al), 1034 
editorial comment on (Weiss), 1039 
tamsulosin and sildenafil effects on hemodynamics in BPH 
(Nieminen et al), 2551 
Hemostasis 
differential response of arteries and veins to bipolar vessel seal- 
ing (Richter et al), 2742 
hemostatic agents and sealants, review article (Hong and Lough- 
lin), 2367 
Hepatocyte growth factor (HGF) gene transfer, after bladder 
outlet obstruction in rat (Ku et al), 1230 
Herbal preparations 
chemoprevention for bladder cancer, review article (Busby and 
Kamat), 1914 
combination of sabal and urtica extract for lower urinary tract 
symptoms in BPH (Lopatkin et al), 2571 
historical and current phytotherapeutic agents for urolithiasis, 
review article (Giirocak and Kiipeli), 450 
Phyllanthus niruri and efficacy of extracorporeal shock wave 
lithotripsy for renal stones (Micali et al), 1020 
Hernia, inguinal 
detection and repair of subclinical hernias at prostatectomy 
(Nielsen and Walsh), 997 
after prostatectomy (Stranne et al), 2072 
HGF. See Hepatocyte growth factor 
Histamine, cysteinyl leukotriene D, increases detrusor muscle re- 
sponsiveness to (Bouchelouche and Bouchelouche), 361 
Histone deacetylase inhibitors, and TNF-related apoptosis in 
bladder tumor cells (Earel et al), 1686 
Histopathology 
angiotensin receptor blockade decreases fibrosis and fibroblast 
expression in ureteral obstruction in rat (Kellner et al), 806 
benign cystic lesions of rete testes (Easley and MacLennan), 1622 
benign vascular lesions of scrotum (Hubert et al), 2245 
bone marrow derived cell contribution to regenerating prostate 
epithelium (Palapattu et al), 813 
chronic inflammation and prostatic carcinogenesis and (MacLen- 
nan et al), 1012 
clinical and pathological stage discrepancy and survival in RCC 
(Svatek et al), 1321 
editorial comment on (Chang), 1325 
clinicopathologic and molecular correlations of necrosis in pri- 
mary tumor in RCC (Lam et al), 2424 
dutasteride induces atrophic changes and decreases cancer vol- 
ume in prostate (Iczkowski et al), 677 
familial vs sporadic prostate cancer (Roehl et al), 2438 
editorial comment on (Cooney), 2442 
fat poor renal angiomyolipoma: patient, CT and histological find- 
ings (Milner et al), 905 
histological and molecular analysis of needle biopsy specimens of 
renal tumors (Barocas et al), 1957 
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histological diagnosis and RNA analysis in single prostate biopsy 
specimen (Fukabori et al), 1204 
histopathological features of small renal tumors (Remzi et al), 
896 
imaging characteristics and histology of minimal fat renal angio- 
myolipoma (Hafron et al), 2006 
myelolipoma (Olobatuyi and MacLennan), 1188 
pathological features of renal neoplasms (Schlomer et al), 1317 
editorial comment on (McKiernan), 1320 
prepubertal Leydig cell tumor (Henderson et al), 703 
radiation induced late damage to small blood vessels in mouse 
bladder (Jaal and Dérr), 2696 
RCC associated with end stage renal disease (Petrolla et al), 345 
second primary malignancies associated with RCC histological 
subtypes (Thompson et al), 900 
editorial comment on (Flanigan), 903 
small cell carcinoma of bladder (Naturale and MacLennan), 781 
testicular vasculitis (Nigro et al), 2682 
Historical articles 
discovery of PSA as biomarker for early detection of prostate 
cancer (Makarov and Carter), 2383 
Edward Loughborough Keyes (Stahl et al), 1946 
first human renal transplants (Barry and Murray), 888 
historical and current phytotherapeutic agents for urolithiasis, 
review article (Giirocak and Kiipeli), 450 
Max Nitze, the cystoscope and urology (Herr), 1313 
Samuel Pepys: lithotomy in 17th century England, letter (Ka- 
vanagh), 1687 
Holmium laser procedures 
endoureterotomy for benign ureteral strictures (Lane et al), 2070 
enucleation of prostate, comparison of BPH treatments (Gupta et 
al), 1511 
HPV. See Human papillomavirus infection 
B-Human chorionic gonadotropin (8-hCG), no predictive value 
in stage I seminoma (Bruns et al), 585 
Human papillomavirus (HPV) infection, bladder cancer and 
(Gutiérrez et al), 2474 
editorial comment on (Konety), 2481 
Hyaluronic acid 
cost-effectiveness of dextranomer/hyaluronic acid for VUR 
reflux correction at time of diagnosis (Benoit et al), 2649 
editorial comments on (Roth; Diamond), 2653 
substitution for surgical management (Benoit et al), 1588 
editorial comment on (Stovsky), 1592 
endoscopic injection of dextranomer/hyaluronic acid to correct 
VUR after failed ureteroneocystostomy (Kitchens et al), 
1861 
instillation of contrast cystogram after dextranomer/hyaluronic 
acid (Pinto et al), 2654 
postoperative ureteral obstruction after subureteral injection of 
dextranomer/hyaluronic acid (Vandersteen et al), 1593 
subureteral injection of dextranomer/hyaluronic acid as first line 
treatment for VUR (Puri et al), 1856 
editorial comment on (Furness), 1859 
urinary, and uronate peaks acid correlate with interstitial cystitis 
severity (Lokeshwar et al), 1001 
VUR management in era of dextranomer/hyaluronic acid copoly- 
mer (Lendvay et al), 1865 
Hydrocelectomy, microsurgical repair of iatrogenic epididymal 
injuries from (Hopps and Goldstein), 2077 
editorial comment on (Nagler), 2080 
Hydronephrosis 
fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
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markers of interstitial nephropathy in congenital ureteropelvic 
junction obstruction (Murer et al), 2668 
editorial comments on (Macedo; Mesrobian), 2673 
MR urography: ureteropelvic junction obstruction (McDaniel et 
al), 2242 
MR urography evaluation after pediatric pyeloplasty (Kirsch et 
al), 1755 
pediatric, MR urography in (Jones et al), 1620 
pre-shock wave lithotripsy stenting for ureteral stones with (El- 
Assmy et al), 2059 
editorial comment on (Lesperance), 2062 
reply by authors, 2062 
prenatally diagnosed, MR urography in evaluation of renal dys- 
genesis and (McMann et al), 1786 
prenatally diagnosed, MR urography to predict pyeloplasty need 
in infants with (Kaneyama et al), 1781 
editorial comment on (Kirsch), 1784 
24-Hydroxylase, inhibited by retinoic acid in prostate stromal cells 
(Lou et al), 2572 
17B-Hydroxysteroid dehydrogenase-3 deficiency, gender 
change in 46,XY persons with 5a-reductase deficiency and 
(Cohen-Kettenis), 1619 
Hyperbaric oxygen therapy 
for interstitial cystitis (van Ophoven et al), 1442 
for radiation induced proctopathy in men treated for prostate 
cancer (Dall’Era et al), 87 
Hypercalcemia, primary hyperparathyroidism (Bilezikian et al), 
605 
Hyperoxaluria, experimental, pyridoxamine lowers kidney crys- 
tals in (Chetyrkin et al), 604 
Hyperparathyroidism, primary (Bilezikian et al), 605 
Hyperprolactinemia, sexual dysfunction in women with, letter 
(Delgrange), 841 
reply by authors, 842 
Hypertension 
efficacy and safety of doxazosin gastrointestinal therapeutic sys- 
tem in BPH with (Chung and Hong), 678 
impact of accepting living kidney donors with mild hypertension 
or proteinuria on transplantation rates (Karpinski et al), 
2582 
Hypogonadism 
hypogonadotropic, clinical and molecular characterization (Bha- 
gavath et al), 689 
intermittent androgen replacement in castrated patients (Fer- 
reira et al), 1547 . 
Hypospadias 
distal, abnormal urine flow before and after correction (Wolffen- 
buttel et al), 1733 
editorial comment on (Zaontz), 1736 
double dartos flaps in tubularized incised plate repair (Kamal), 
623 
foreskin preservation in penile surgery (Snodgrass et al), 711 
long-term cosmetic and sexual outcome of surgery for (Moriya et 
al), 1889 
editorial comment on (Zaontz), 1892 
objective assessment of surgical results (Ververidis et al), 2679 
ontogeny of androgen receptor during genital tubercle morpho- 
genesis (Agras et al), 1883 
repair after circumcision (Snodgrass and Khavari), 296 
rotational flap techniques for fashioning the Firlit preputial collar 
(Redman), 715 
sexual function after oral mucosa graft urethroplasty for (Nelson 
et al), 623 
steroid receptors and mammalian penile development (Willing- 
ham et al), 728 
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tunica vaginalis flap for post-Snodgrass fistula (Routh et al), 1578 
editorial comments on (Borer; Palmer; Belman), 1581 
urethrotomy for short penile urethral strictures after repair of 
(Husmann and Rathbun), 1738 
Hysterectomy, pelvic organ dysfunction and (Thakar and Sultan), 
2566 
ICSI. See Intracytoplasmic sperm injection 
Imaging. See also specific imaging modalities 
access related complications during percutaneous nephrolithot- 
omy: urology vs radiology at a single institution (Watterson 
et al), 142 
bone scans in men with low PSA levels after localized therapy 
(Warren et al), 70 
editorial comment on (Lowe), 73 
combined metabolic/anatomical imaging, editorial (Williams), 
863 
full bladder renal scintigraphy in patients with severe bladder 
dysfunction (Nagabhushan et al), 1481 
imaging characteristics and histology of minimal fat renal angio- 
myolipoma (Hafron et al), 2006 
pathologic spectrum and multimodality imaging of renal sinus 
(Rha et al), 510 
renal contusion (Lang et al), 2246 
risk/benefit of intravenous contrast in trauma patients with ele- 
vated serum creatinine (Tremblay et al), 2525 
Immunocompromised patients, safety and efficacy of intravesi- 
cal BCG in (Yossepowitch et al), 482 
Immunohistochemistry 
androgen and EGFR immunoreactivity in samples of radical pros- 
tatectomy (Schafer et al), 532 
cAMP and cGMP-phosphodiesterase isoenzyme 3, 4, and 5 ex- 
pression in clitoris (Oelke et al), 687 
COX-2 expression in Wilms’ tumor (Fridman et al), 1747 
E-cadherin protein and prostate cancer salvage radiotherapy out- 
comes (Ray et al), 1409 
editorial comment on (Pettaway), 1414 
expression of tumor antigens MAGE-A1, MAGE-A3/4, and NY- 
ESO-1 in cancerous and benign prostatic tissue (Hudolin et 
al), 2573 
gender specific assessment of fetal bladder wall development 
(Koerner et al), 2674 
leptin and RCC invasion (Horiguchi et al), 1631 
M, and M,; muscarinic receptors in bladder disorders (Mukerji et 
al), 367 
markers of interstitial nephropathy in congenital ureteropelvic 
junction obstruction (Murer et al), 2668 
editorial comments on (Macedo; Mesrobian), 2673 
myogenin and desmin immunohistochemistry of genitourinary 
embryonal rhabdomyosarcoma (Godbole et al), 1751 
ontogeny of androgen receptor during genital tubercle morpho- 
genesis (Agras et al), 1883 
PDGF-D/PDGF receptor 8 signaling and RCC progression in 
mouse model (Xu et al), 406 
primary carcinoid tumors of kidney, review article (Romero et al), 
2359 
prognostic factors for localized prostate carcinoma incidentally 
discovered at TURP (Abaza et al), 2701 
role of serotonin receptors in prostate cancer cell proliferation 
(Siddiqui et al), 1648 
spatial and isoform specific p63 expression in male urogenital 
tract (Saito et al), 2268 
transient receptor potential vanilloid receptor subtype 1 in pain- 
ful bladder syndrome (Mukerji et al), 797 
tumor lymphangiogenesis in TCC of upper urinary tract (Miyata 
et al), 348 
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Immunophilin ligands, neuromodulatory therapy to improve 
erectile function after pelvic surgery, review article (Bur- 
nett and Lue), 882 
Immunotherapy 
antitumor effect Concholepas hemocyanin in murine bladder can- 
cer (Moltedo et al), 2690 
enhancement of vaccine-mediated antitumor immunity after de- 
pletion of regulatory T cells (Dannull et al), 837 
novel therapies for high risk metastatic prostate cancer (Brand 
and Tolcher), S76 
retroviral transfer of T cell receptor genes in RCC (Engels et al), 
405 
Implants. See Prostheses and implants 
In vitro fertilization (IVF). See also Assisted reproductive tech- 
nologies (ART) . 
fathers over 40 and increased failure to conceive (de La Rochebro- 
chard et al), 2151 
outcomes of cryopreserved sperm for IVF/ICSI (Wald et al), 1550 
WHO grade ’A’ motility and zona-binding test predict IVF out- 
come for male factor infertility (Sifer et al), 240 
Incontinence. See Fecal incontinence; Urinary incontinence 
Infants. See also Children 
anterior perineal reconstruction in exstrophy-epispadias complex 
(Caione et al), 740 
bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
compliance with guidelines for medical care of first UTIs in (Co- 
hen et al), 2243 
endoscopic treatment for high grade VUR in (Dawrant et al), 1847 
endoscopic treatment for persisting mesonephric duct (Kajbafza- 
deh and Payabvash), 2657 
fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
HMO cost analysis of neonatal circumcision, letters (Morris and 
Castellsague; Denniston et al; Van Howe; Gibbons), 2315 
reply by authors, 2317 
laparoscopic transperitoneal nephrectomy in first year of life (Je- 
sch et al), 1177 
MR urography in evaluation of prenatally diagnosed hydrone- 
phrosis and renal dysgenesis (McMann et al), 1786 
MR urography to predict pyeloplasty need in infants with prena- 
tally diagnosed hydronephrosis (Kaneyama et al), 1781 
editorial comment on (Kirsch), 1784 
myelomeningocele closure timing affects neurogenic bladder 
prognosis (Tarcan et al), 1161 
prenatal ultrasound in earlier detection and repair of ureteropel- 
vic junction obstruction, letter (Nelson), 840 
reply by authors, 840 ; 
renal transplantation in children 15 kg or less (Mickelson et al), 
1797 
retrograde vs antegrade stenting for pyeloplasty in (Chan- 
drasekharam), 2242 
robot assisted pyeloplasty in (Kutikov et al), 2237 
editorial comments on (Farhat; Thomas), 2239 
Infection 
abnormal urine cytology of ileal conduit attributed to adenovirus 
(Zaharopoulos), 2482 
antimicrobial urinary catheters to prevent catheter-associated 
UTI in hospitalized patients (Johnson et al), 125 
asymptomatic bacteriuria Escherichia coli strain 83972 in urine 
(Roos et al), 1448 
biofilm formation on clinically noninfected penile prostheses (Sil- 
verstein et al), 1008 
bladder cancer and HPV infection (Gutiérrez et al), 2474 
editorial comment on (Konety), 2481 
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C. trachomatis-induced apoptosis in sperm (Satta et al), 1095 

compliance with guidelines for medical care of first UTIs in in- 
fants (Cohen et al), 2243 

endoscopic stone surgery and post-operative sepsis (Mariappan 
and Tolley), 604 

hydrophilic-coated urinary catheters reduce UTI risk in spinal 
cord injured patients (De Ridder et al), 1447 

novel gammaretrovirus in R462Q RNASEL prostate cancer vari- 
ant (Urisman et al), 1437 

rapid diagnosis of Brucella epididymo-orchitis by PCR in urine 
samples (Queipo-Ortuno et al), 2290 

risk of infection with antibiotic coated penile prosthesis at device 
replacement for mechanical failure (Abouassaly et al), 
2471 

sepsis and the kidney (Klenzak and Himmelfarb), 599 

sexual behavior, STDs, prostatitis and prostate cancer risk in 
black men (Sarma et al), 1108 

Infertility. See also Fertility 

advancing age and sperm gene defects (Wyrobek et al), 2151 

age-related decline in sperm DNA integrity and (Moskovtsev et 
al), 1095 

ART and genomic imprinting disorders (Sutcliffe et al), 2609 

cost effectiveness of sperm harvesting and cryopreservation dur- 
ing vasectomy reversal (Boyle et al), 2610 

fathers over 40 and (de La Rochebrochard et al), 2151 

ICSI and Y-chromosome microdeletions in male fetuses (Lee et 


al), 2608 
idiopathic male factor, drug therapy for, review article (Kumar et 
al), 1307 


induction of spermatogenesis in azoospermic men after varicocele 
repair (Pasqualotto et al), 1549 

investigation of infertile couple (van der Steeg et al), 1551 

lack of compliance by UK andrology laboratories with WHO rec- 
ommendations for sperm morphology assessment (Riddell 
et al), 239 

microsurgical repair of iatrogenic epididymal injuries from hydro- 
celectomy (Hopps and Goldstein), 2077 

editorial comment on (Nagler), 2080 

modified hypo-osmotic swelling test for selection of immotile tes- 
ticular spermatozoa in ICSI patients (Sallam et al), 241 

multifocal testicular sperm extraction vs multifocal testicular 
sperm aspiration (Hauser et al), 1551 

outcomes of cryopreserved sperm for IVF/ICSI (Wald et al), 1550 

reevaluation of azoospermic factor C microdeletions using se- 
quence-tagged site markers from GenBank Database 
(Fukushima et al), 2609 

repeat testicular sperm extraction in azoospermic men (Vernaeve 
et al), 2610 

semen and sperm reference ranges for men age 45 and older 
(Hellstrom et al), 2152 

significance of sperm characteristics in evaluation of (Nallella et 
al), 1094 

sperm chromatin structure assay in infertility diagnosis (Boe- 
Hansen et al), 2152 

variation in semen parameters in infertile men and normal se- 
men donors (Keel), 1093 

varicocele: size does matter, editorial (Tanrikut and Goldstein), 
1912 

varicocele, ultrastructural sperm evaluation and 18, X and Y 
aneuploidies (Baccetti et al), 1549 

vasectomy in United States, 2002 (Barone et al), 232 

editorial comment on (Sokal), 236 

WHO grade ‘A’ motility and zona-binding test predict IVF out- 
come for (Sifer et al), 240 

Y-chromosome microdeletions and recurrent pregnancy loss (De- 
wan et al), 1094 
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Inflammation 
chronic, prostatic carcinogenesis and (MacLennan et al), 1012 
cysteinyl leukotriene D, increases detrusor muscle responsive- 
ness to histamine (Bouchelouche and Bouchelouche), 361 
sex differences and role of sex steroids in renal injury, review 
article (Metcalfe and Meldrum), 15 
Informed consent, vs uninformed consent for prostate surgery: 
value of electronic consents (Issa et al), 694 
editorial comment on (Hanno), 699 
Inguinal hernia 
after prostatectomy (Stranne et al), 2072 
subclinical, detection and repair at prostatectomy (Nielsen and 
Walsh), 997 
iNOS. See Nitric oxide synthase, inducible 
Instrumentation. See Technology and equipment 
Insufflation techniques, in gynecologic laparoscopy (Pasic et al), 
2070 
Insulin sensitivity, during androgen blockade for prostate cancer 
(Smith et al), 2469 
Interferon a-2b 
intralesional treatment for Peyronie’s disease and oral vitamin E 
(Inal et al), 1092 
intralesional treatment for Peyronie’s disease (Hellstrom et al), 


394 
Interleukin-2, WX-G250 and IL-2 pulsing scheme in RCC, letter 
(Doehn), 1687 


Interleukin-21, gene therapy for bladder cancer in mouse model 
(Furukawa et al), 1198 
International Children’s Continence Society Meeting, 2004 
anal plug for fecal incontinence in children with spina bifida or 
anal atresia (Van Winckel et al), 342 
bladder reservoir function in children with monosymptomatic 
nocturnal enuresis (Hagstroem et al), 759 
botulinum-A toxin for refractory voiding dysfunction in children 
(Radojicic et al), 332 
editorial comment on (Djurhuus), 336 
botulinum-A toxin in incontinent children with therapy resistant 
overactive detrusor (Hoebeke et al), 328 
circadian variation of angiotensin II and aldosterone in nocturnal 
enuresis (Rittig et al), 774 
daytime alarm for children with incontinence (Van Laecke et al), 
325 
desmopressin resistant nocturnal polyuria secondary to increased 
nocturnal osmotic excretion (Dehoorne et al), 749 
desmopressin toxicity due to prolonged half-life in patients with 
nocturnal enuresis (Dehoorne et al), 754 
editorial comments on (Cendron; Robson), 757 
impact of ADHD on brainstem dysfunction in nocturnal enuresis 
(Baeyens et al), 743 
normative pelvic floor parameters in children assessed by trans- 
abdominal ultrasound (Bower et al), 337 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for nocturnal enuresis (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
standardization of terminology of lower urinary tract function in 
children and adolescents (Nevéus et al), 313 
urinary calcium excretion in monosymptomatic nocturnal enure- 
sis (Kamperis et al), 770 
Intersex conditions 
gender change in 46,XY persons with 5a-reductase deficiency and 
17B-hydroxysteroid dehydrogenase-3 deficiency (Cohen- 
Kettenis), 1619 
gender identity and sex-of-rearing in sexual differentiation dis- 
orders (Reiner), 1186 
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gender identity in female-raised 46,XY persons with penile agen- 
esis, cloacal exstrophy of bladder, or penile ablation 
(Meyer-Bahlburg), 1619 
partial urogenital sinus mobilization for congenital adrenal hy- 
perplasia (Braga et al), 2199 
psychological long-term outcome in (Cohen-Kettenis), 1187 
use of mobilized sinus with total urogenital mobilization (Rink et 
al), 2205 
Interstitial cystitis 
cyclosporine A and pentosan polysulfate sodium for, letter (Buff- 
ington), 838 
cysteinyl leukotriene D, increases detrusor muscle responsive- 
ness to histamine (Bouchelouche and Bouchelouche), 361 
vs detrusor overactivity, letter (Parsons), 1253 
vs detrusor overactivity, letter (Parsons), reply by authors, 1254 
efficiency of questionnaires to screen for (Kushner and Moldwin), 
587 
hyperbaric oxygen therapy for (van Ophoven et al), 1442 
stress-induced VEGF release from mouse bladder explants (Cao 
et al), 1208 
uronate peaks and urinary hyaluronic acid correlate with sever- 
ity of (Lokeshwar et al), 1001 
Intestinal metaplasia of bladder 
letter (Ghezala et al), 2309 
reply by authors, 2310 . 
Intracytoplasmic sperm injection (ICSI). See also Assisted re- 
productive technologies (ART) 
modified hypo-osmotic swelling test for selection of immotile tes- 
ticular spermatozoa in ICSI patients (Sallam et al), 241 
outcomes of cryopreserved sperm for IVF/ICSI (Wald et al), 1550 
sperm DNA damage and embryo quality after (Zini et al), 240 
Y-chromosome microdeletions in male fetuses and (Lee et al), 
2608 
Ischemia 
altered nitric oxide synthase, arginase and ornithine decarboxy]- 
ase activities and polyamine synthesis in ischemic rabbit 
detrusor (Kawano et al), 387 
effect of cold renal ischemia during nephron sparing surgery on 
renal function (Yossepowitch et al), 1339 
editorial comment on (Savage), 1343 
lipid peroxidation and testicular ischemia-reperfusion injury (An- 
tonuccio et al), 1666 
IVF. See In vitro fertilization 
Journal of Urology, The 
blind faith, editorial (Steers), 1905 
getting your article published in, editorial (Atala), 1277 
peer reviewed publication rate of abstracts presented at annual 
AUA meeting (Hoag et al), 2624 
editorial comment on (Olsson), 2629 
and the winners are, editorial (Resnick), 433 (erratum, 1688) 
Keyes, Edward Loughborough (Stahl et al), 1946 
Kidney. See also Renal entries 
acquiring renal collecting system access skills using virtual real- 
ity surgical simulator (Knudsen et al), 2173 
conservative management of spontaneous branch renal artery 
dissection (Misrai et al), 2125 
cost trends for oncological renal surgery (Hollingsworth et al), 
1097 
editorial comment on (Phelan), 1101 
fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
individualizing the approach to urological trauma, editorial 
(Stage), 2349 2° 
laparoscopic renal surgery and risk of rhabdomyolysis (Reisiger 
et al), 1031 
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SUBJECT 


literature support for expectant management of renal trauma 
(Santucci and Fisher), 1030 
MR urography in evaluation of prenatally diagnosed hydrone- 
phrosis and renal dysgenesis (McMann et al), 1786 
natural history of multicystic dysplastic kidney (Onal and 
Kogan), 1607 
nonoperative management of urinary extravasation after renal 
lacerations from external trauma (Alsikafi et al), 2494 
optical spectroscopy of radiofrequency induced renal thermal 
damage (Parekh et al), 1626 
pathologic spectrum and multimodality imaging of renal sinus 
(Rha et al), 510 
perinephric angiomyolipoma (Obara et al), 951 
renal contusion (Lang et al), 2246 
renal parenchymal response to single and multiple cryoablation 
probes (Weld et al), 784 
renal scarring in familial VUR (Pirker et al), 1842 
editorial comment on (Hollowell), 1846 
reproducibility of magnetic resonance renography in adolescents 
(Jorgensen et al), 1171 
risk/benefit of intravenous contrast in trauma patients with ele- 
vated serum creatinine (Tremblay et al), 2525 
selective management of isolated and nonisolated grade IV renal 
injuries (Buckley et al), 2498 
editorial comment on (Spirnak), 2502 
sepsis and (Klenzak and Himmelfarb), 599 
Kidney function 
agreement between two methods of GFR estimation (Garcia- 
Naveiro et al), 1518 
effect of cold renal ischemia during nephron sparing surgery on 
(Yossepowitch et al), 1339 
editorial comment on (Savage), 1343 
impact of late presentation of posterior urethral valves on bladder 
and renal function, letter (Dewan), 2748 
reply by authors, 2748 
initial renal and bladder function and outcome of VUR in children 
(Yeung et al), 1152 
editorial comment on (Peters), 1156 
measurement of (Stevens and Levey), 606 
natural history after ileal conduit diversion for cancer (Samuel et 
al), 2518 
editorial comment on (Koch), 2522 
in nephrolithiasis (Worcester et al), 600 
editorial comment on (Pearle), 603 
and outcome after salvage surgery for bilateral Wilms’ tumor 
(Kubiak et al), 738 
prognostic nomogram for renal insufficiency after nephrectomy 
(Sorbellini et al), 472 
editorial comment on, 476 
reply by authors, 476 
quality of life and estimates of utility in chronic kidney disease 
(Gorodetskaya et al), 1565 
Kidney transplantation 
ACE inhibitor or angiotensin II type 1 receptor antagonist ther- 
apy after (Heinze et al), 2130 
attitudes of minority patients with end-stage renal disease re- 
garding ABO-incompatible list-paired exchanges (Acker- 
man), 271 
into bladder augmentation or urinary diversion (Rigamonti et al), 
626 
cadaveric, outcome after lymphocele treatment (Smyth et al), 
1069 
in children 15 kg or less (Mickelson et al), 1797 
first human renal transplants (Barry and Murray), 888 
frequency and nocturia after (Zermann et al), 1063 
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impact of accepting living kidney donors with mild hypertension 
or proteinuria on transplantation rates (Karpinski et al), 
2582 

mathematical nomogram to predict delayed graft function (Gross- 
berg et al), 2131 

multidetector CT angiography before donor nephrectomy 
(Schlunt et al), 2576 

editorial comment on (McLorie), 2581 

from older donors, long-term outcome (Remuzzi et al), 2187 

organ exchanges: fairness to O-blood group (Veatch), 271 

redo ureteroneocystostomy for reflux after pediatric renal trans- 
plant (Krishnan et al), 1582 

editorial comment on (Barry), 1587 

relative roles for list paired exchange, live donor paired exchange 
and desensitization (Segev et al), 272 

in reply: ABO-incompatible list-paired exchanges including an O 
recipient cannot be ethically justified (Ross and Thistleth- 
waite), 271. 

sildenafil for ED in renal allograft recipients (Sharma et al), 2607 

ureteral strictures after laparoscopic donor nephrectomy (Breda 
et al), 1065 

Krieger, John, and the winners are, editorial (Resnick), 433 (er- 
ratum, 1688) 
Labium maijus, childhood asymmetric enlargement mimicking a 

neoplasm (Vargas et al), 312 


_ Laboratory tests 


gene methylation in urine samples for prostate cancer detection 
(Rogers et al), 2280 
interchangeability of measurements of total and free PSA in 
serum with 5 frequently used assays (Stephan et al), 581 
multitarget FISH assay to diagnose bladder cancer in patients 
with hematuria (Sarosdy et al), 44 
pre-massage and post-massage 2-glass test vs Meares-Stamey 
4-glass test in chronic prostatitis/chronic pelvic pain syn- 
drome (Nickel et al), 119 
rapid diagnosis of Brucella epididymo-orchitis by PCR in urine 
samples (Queipo-Ortuno et al), 2290 
sperm chromatin structure assay in infertility diagnosis (Boe- 
Hansen et al), 2152 
what’s the trouble with cytology?, editorial (Murphy), 2343 
Lactobacillus crispatus CTV-05, vaginal adhesion, and preven- 
tion of UTI (Kwok et al), 2050 
editorial comment on (Reid), 2054 
reply by authors, 2054 
Laparoscopic nephrectomy 
cost trends for oncological renal surgery (Hollingsworth et al), 
1097 
editorial comment on (Phelan), 1101 
decision making for (Samuelson et al), 1553 
hand assisted, hand pain during (Ost et al), 149 
management of small renal cancers, editorial (Fisher), 1907 
partial, robot assisted: initial experience (Caruso et al), 36 
letter (Cadeddu), 2315 
for RCC 
diffusion of (Miller et al), 1102 
editorial comment on (Okeke and Kavoussi), 1106 
outcomes of positive surgical parenchymal margin after (Perm- 
pongkosol et al), 2401 
survival after laparoscopic vs open partial nephrectomy for 
T,N,M, RCC (Permpongkosol et al), 1984 
editorial comments on (Sengupta and Zincke; Savage; Russo), 
1988 
transperitoneal, in first year of life (Jesch et al), 1177 
transperitoneal and retroperitoneal heminephrectomy in chil- 
dren (Castellan et al), 2636 
editorial comment on (Gonzalez), 2639 
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ureteral strictures after donor nephrectomy (Breda et al), 1065 
validation study of neural networks to predict duration of stay 
after, letter (Joshi), 843 
Laparoscopic nephroureterectomy 
hand-assisted: technique, margin status, and surgical outcomes 
(Brown et al), 506 
hand assisted retroperitoneoscopic: Johnnie Walker position (Ou 
et al), 2063 
editorial comment on (Libertino), 2067 
reply by authors, 2067 
Laparoscopic surgery 
cryoablation of renal angiomyolipoma (Byrd et al), 1512 
editorial comment on (Marshall), 1516 
development of laparoscopic suturing skills (Griffin et al), 1567 
vs dorsal lumbotomy for ureteropelvic junction obstruction repair 
(Troxel et al), 1073 
esophageal Doppler improves intraoperative hemodynamic mon- 
itoring during (Koliopanos et al), 1023 
gynecologic 
insufflation techniques (Pasic et al), 2070 
left upper quadrant entry during (McDanald et al), 1023 
hand assisted, wound complications after, letter (Mah et al), 839 
reply by authors, 839 
management of adult ureteropelvic junction obstruction (Win- 
field), 866 
new system to assess competence in (Swanstrom et al), 1566 
prostatectomy, age-stratified functional outcomes after (Rogers et 
al), 2448 
pyeloplasty (Moon et al), 2069 
renal surgery and risk of rhabdomyolysis (Reisiger et al), 1031 
robotic assisted sacrocolpopexy for vaginal vault prolapse (Elliott 
et al), 655 
survey of residency training in laparoscopic and robotic surgery 
(Duchene et al), 2158 
editorial comment on (Ost and Smith), 2167 
transmesenteric pyeloplasty (Romero et al), 2526 
transvesical endoscopic peritoneoscopy (Estevao-Lima et al), 802 
transvesical ureteral reimplantation (Kutikov et al), 2222 
editorial comment on (Franco), 2225 
reply by authors, 2225 
upper retroperitoneal, hemorrhage after (Rosevear et al), 1458 
ureteral reimplantation with extracorporeal tailoring for megau- 
reter (Ansari et al), 2640 
ureteroneocystostomy for distal ureteral injuries (Modi et al), 


1031 
validity of MISTELS simulator for laparoscopy training (Dauster 
et al), 270 
Leak point pressure study, in women with incontinence (Sinha et 
al), 186 
editorial comment on (Appell), 188 
Leptin 
invasiveness of murine renal cancer cells promoted by (Horiguchi 
et al), 1636 


RCC invasion and (Horiguchi et al), 1631 
Leukemia, testicular and paratesticular neoplasms in prepubertal 
males, review articles (Agarwal and Palmer), 875 
Leuprolide acetate, effect of ADT on fasting serum lipid and 
glucose parameters (Yannucci et al), 520 
Levofloxacin, minimum inhibitory, mutant prevention and mini- 
mum bactericidal concentrations of ciprofloxacin, levo- 
floxacin and garenoxacin against enteric gram-negative 
UTI pathogens (Hansen and Blondeau), 597 
Leydig cell tumor, testicular 
long-term followup and clinical characteristics (Carmignani et 
al), 2040 
editorial comment on (Diamond), 2043 
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prepubertal, enucleation for (Henderson et al), 703 
testicular and paratesticular neoplasms in prepubertal males, 
review articles (Agarwal and Palmer), 875 
LHRH agonists. See Luteinizing hormone-releasing hormone ago- 
nists 
Lidocaine 
topical, for vaginismus (Praharaj et al), 1092 
tramadol and acetaminophen plus lidocaine for pain control dur- 
ing prostate biopsy (Pendleton et al), 1372 
Lipids and lipoproteins 
effect of ADT on fasting serum lipid and glucose parameters 
(Yannucci et al), 520 
lipid peroxidation and testicular ischemia-reperfusion injury (An- 
tonuccio et al), 1666 
Lithotripsy 
access related complications during percutaneous nephrolithot- 
omy: urology vs radiology at a single institution (Watterson 
et al), 142 
historical and current phytotherapeutic agents for urolithiasis, 
review article (Giirocak and Kiipeli), 450 
shock wave 
air pockets trapped during coupling in dry head lithotripsy 
(Pishchalnikov et al), 2706 
for large ureteral stones using HM3 lithotriptor (Halachmi et 
al), 1449 
editorial comment on (Nakada), 1452 
reply by authors, 1452 
nomogram for predicting stone-free rate after (Kanao et al), 
1453 
editorial comment on (Nangia), 1456 
vs percutaneous nephrolithotomy in children (Shokeir et al), 
706 
Phyllanthus niruri and efficacy of (Micali et al), 1020 
pre-shock wave lithotripsy stenting for ureteral stones with 
hydronephrosis (El-Assmy et al), 2059 
editorial comment on (Lesperance), 2062 
reply by authors, 2062 
for renal calculi, impact of shock rate on (Davenport et al), 2055 
editorial comment on (Chandhoke), 2058 
success determined by skin-to-stone distance on CT (Pareek et 
al), 146 
for upper tract stones: refining the algorithm, editorial 
(Pearle), 1280 
of upper urinary tract calculi in patients with cystectomy and 
urinary diversion (El-Assmy et al), 170 
for urinary calculi, CT with no contrast enhancement in pre- 
dicting outcome of (Gupta et al), 146 
variation in acoustic output of electromagnetic lithotriptor (Pish- 
chalnikov et al), 2294 
Liver transplantation, orthotopic, sexual health after (Ho et al), 
2606 
Loratadine, penile development in mouse disrupted by, letter 
(Treinen), 2314 
reply by authors, 2314 
Luteinizing hormone-releasing hormone (LHRH) agonists, 
testosterone and ED recovery after radiotherapy and 
(Wilke et al), 2466 
Lymph nodes 
adjunctive nephrectomy at retroperitoneal lymph node dissection 
for nonseminomatous germ cell testicular cancer (Stephen- 
son et al), 1996 
editorial comment on (Dahm), 1999 
changing patterns of pelvic lymphadenectomy for prostate cancer 
(Kawakami et al), 1382 e% 
chylous ascites after post-chemotherapy retroperitoneal lymph 
node dissection in testicular cancer (Evans et al), 1463 
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detection of pelvic lymph node metastases in clinically localized 
prostate cancer (Hacker et al), 2014 
editorial comment on (Hany), 2018 
extranodal extension in regional lymph nodes and RCC outcome 
(Dimashkieh et al), 1978 
editorial comment on (Taneja), 1982 
predicting lymph node metastasis in Chinese patients with penile 
squamous cell carcinoma (Dai et al), 1431 
editorial comment on (McDougal), 1435 
predicting retroperitoneal teratoma in men undergoing post-che- 
motherapy retroperitoneal lymph node dissection (Carver 
et al), 100 
editorial comment on (DeWolf), 103 
reply by authors, 104 
relevance of lymph node density in patients undergoing cystec- 
tomy (Kassouf et al), 53 
editorial comment on (Herr), 57 
size of metastasis in sentinel node predicts additional nodal in- 
volvement in penile cancer (Kroon et al), 105 
tumor lymphangiogenesis in TCC of upper urinary tract (Miyata 
et al), 348 
Lymphangioma, benign vascular lesions of scrotum (Hubert et al), 
2245 
Lymphocele, outcome of cadaveric renal transplant after treat- 
ment of (Smyth et al), 1069 
Lymphoma 
renal, diagnosis by percutaneous image guided biopsy (Hunter et 
al), 1952 
editorial comment on (Libertino), 1956 
testicular and paratesticular neoplasms in prepubertal males, 
review articles (Agarwal and Palmer), 875 
Magnetic resonance imaging (MRI) 
to assess finasteride effect on prostatic suburethral microcircula- 
tion (Jia et al), 2299 
dynamic contrast enhanced MRI to predict prostate cancer tumor 
volume (Villers et al), 2432 
and MR spectroscopy in prediction of organ-confined prostate 
cancer (Wang et al), 2046 
MR urography 
in evaluation of prenatally diagnosed hydronephrosis and re- 
nal dysgenesis (McMann et al), 1786 
in pediatric hydronephrosis (Jones et al), 1620 
after’ pediatric pyeloplasty (Kirsch et al), 1755 
to predict pyeloplasty need in infants with prenatally diag- 
nosed hydronephrosis (Kaneyama et al), 1781 
editorial comment on (Kirsch), 1784 
MR urography in hydronephrosis evaluation: ureteropelvic junc- 
tion obstruction (McDaniel et al), 2242 
MRI-guided percutaneous radiofrequency ablation of RCCs (Boss 
et al), 951 
pathologic spectrum and multimodality imaging of renal sinus 
(Rha et al), 510 
reproducibility of magnetic resonance renography in adolescents 
(Jorgensen et al), 1171 
Mainz pouch I, intussuscepted ileal nipple and embedded appen- 
dix as continence mechanisms with cutaneous ileocecal 
pouch (Wiesner et al), 155 
editorial comment on (Studer), 159 
reply by authors, 160 
Mainz pouch II 
analysis of outcomes and complications (Hadzi-Djokic and Basic), 
2092 
conversion from colonic conduit into recto-sigmoid pouch (Pa- 
hernik et al), 625 
Malpractice in urology (Perrotti et al), 2154 
editorial comment on (Macchia), 2157 
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Managed care 
HMO cost analysis of neonatal circumcision, letters (Morris and 
Castellsague; Denniston et al; Van Howe; Gibbons), 2315 
reply by authors, 2317 
prevalence of prostatitis-like symptoms in managed care popula- 
tion (Clemens et al), 593 
editorial comment on (Nickel), 596 
MAPK. See Mitogen activated protein kinase 
Massachusetts Male Aging Study 
ED as predictor of metabolic syndrome in aging men (Kupelian et 
al), 222 
relationship between sex hormones and ED (Kupelian et al), 2584 
MeVary, Kevin, and the winners are, editorial (Resnick), 433 (er- 
ratum, 1688) 
Medical education. See also Continuing medical education 
acquiring renal collecting system access skills using virtual real- 
ity surgical simulator (Knudsen et al), 2173 
assessing urinary. diversion experience in urologic residency pro- 
grams (Chang et al), 691 
development of laparoscopic suturing skills (Griffin et al), 1567 
endoscopic surgical skill qualification system in Japan (Matsuda 
et al), 2168 
editorial comment on (McDougall), 2172 
new system to assess competence in laparoscopic surgery (Swan- 
strom et al), 1566 
survey of residency training in laparoscopic and robotic surgery 
(Duchene et al), 2158 
editorial comment on (Ost and Smith), 2167 
training and academic benefits of multi-institution, minimally 
invasive urological oncology fellowship (Brown and Lewis), 
2619 
editorial comment on (Venable), 2623 
valildity of MISTELS simulator for laparoscopy training (Dauster 
et al), 270 
Medicare 
costs of urinary incontinence among female Medicare beneficia- 
ries (Anger et al), 247 
editorial comment on (Evans), 251 
reply by authors, 251 
federal investigations of marketing activities of pharmaceutical 
suppliers of prostate cancer drugs (McKoy et al), 586 
prediction of Medicare drug formulary drugs for overactive blad- 
der (Grocela et al), 252 
editorial comment on (Drach), 255 
Megaureter, ureteral reimplantation with extracorporeal tailoring 
for (Ansari et al), 2640 
Men 
diet and risk of incident kidney stones in (Taylor et al), 148 
effect of ADH on nocturia in elderly men (Ho et al), 210 
fathers over 40 and increased failure to conceive (de La Rochebro- 
chard et al), 2151 
incidence of nocturia in 50 to 80-year-old Finnish men (Hakkinen 
et al), 2541 
editorial comment on (Weiss), 2545 
long-term physical activity and lower urinary tract symptoms in 
(Orsini et al), 2546 
editorial comment on (McVary), 2550 
long-term urodynamic follow-up of untreated bladder outlet ob- 
struction in (Thomas et al), 213 
long-term urodynamic follow-up of untreated detrusor underac- 
tivity in (Thomas et al), 213 
male pelvic health, editorial (Kaplan), 2351 
male perineal sling (Comiter), 673 
nomogram to classify men with lower urinary tract symptoms, 
letter (Wang and Lin), 411 
reply by authors, 411 
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noninvasive methods of diagnosing bladder outlet obstruction in 
men. 1: nonurodynamic approach, review article (Belal and 
Abrams), 22 
noninvasive methods of diagnosing bladder outlet obstruction in 
men. 2: noninvasive urodynamics and combination of mea- 
sures, review article (Belal and Abrams), 29 
orthotopic bladder substitution in (Koraitim et al), 2081 
paradigm for evaluation and treatment of lower urinary tract 
symptoms in (Chapple and Roehrborn), 2571 
prevalence of urinary incontinence among community dwelling 
men (Anger et al), 2103 
editorial comment on (Johnson), 2108 
safety and tolerability of tolterodine for overactive bladder in 
men, letter (Schaefer), 2311 
reply by authors, 2312 
spatial and isoform specific p63 expression in male urogenital 
tract (Saito et al), 2268 
testosterone and estradiol among older men (Orwoll et al), 238 
Metabolic syndrome 
age related testosterone decrease in obese men with (Kaplan et 
al), 1524 
editorial comment on (Rajfer), 1527 
reply by authors, 1528 
ED as predictor of, in aging men (Kupelian et al), 222 
male pelvic health, editorial (Kaplan), 2351 
Metastasectomy, in advanced urological malignancies, review ar- 
ticle (Rasco et al), 1921 
Microarray analysis 
COX-2 expression in bladder cancer (Wild et al), 953 
COX-2 expression in Wilms’ tumor (Fridman et al), 1747 
global gene expression patterns in mouse wolffian duct develop- 
ment (Mingin et al), 1701 
molecular correlated to Gleason grading system for prostate car- 
cinoma (True et al), 2741 
Microgravity environment, renal stone risk in (Monga et al), 127 
Micturition. See Voiding 
Mitochondrial haplogroup U, North American white mitochon- 
drial haplotypes in prostate and renal cancer, letter (Can- 
ter et al), 2308 
reply by authors, 2309 
Mitogen activated protein kinase (MAPK) 
activation by lipid peroxidation in testicular ischemia-reperfusion 
injury (Antonuccio et al), 1666 
sex differences and role of sex steroids in renal injury, review 
article (Metcalfe and Meldrum), 15 
Mitomycin, sequential BCG and electromotive mitomycin vs BCG 
alone for superficial bladder cancer (Di Stasi et al), 507 
Mondor’s disease, penile (Al-Mwalad et al), 2523 
Mortality 
case mix effects on mortality and length of stay after cystectomy 
(Hollenbeck et al), 1363 
clinical and pathological stage discrepancy and survival in RCC 
(Svatek et al), 1321 
editorial comment on (Chang), 1325 
clinical outcomes by age in men with hormone refractory prostate 
cancer (Halabi et al), 81 
diet after diagnosis and risk of prostate cancer progression, re- 
currence, and death (Chan et al), 109 
family history and survival after prostatectomy (Siddiqui et al), 
1118 
identifying men at high risk of death from prostate cancer 
(D’Amico et al), S11 
outcomes of cystectomy for TCC of bladder (Shariat et al), 2414 
editorial comment on (Cookson), 2422 
perioperative, from radical cystectomy (Quek et al), 2007 
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perioperative beta-blockers and mortality after major noncardiac 
surgery (Lindenauer et al), 1032 
prognostic significance of bladder tumor history and location in 
upper tract TCC (Akdogan et al), 48 
risk for death with peritoneal death vs hemodialysis (Jaar et al), 
1517 
sepsis and the kidney (Klenzak and Himmelfarb), 599 
stage divergence and survival after radical cystectomy for urothe- 
lial cancer (Hollenbeck et al), 61 
after surgery for urologic cancers in specialized urology hospitals 
(Konety et al), 2007, 2465 
survival after laparoscopic vs open partial nephrectomy for 
T,N oM, RCC (Permpongkosol et al), 1984 
editorial comments on (Sengupta and Zincke; Savage; Russo), 
1988 
30-day mortality and complications after prostatectomy (Alibhai 
et al), 997 
time to postprostatectomy PSA recurrence and cancer specific 
mortality (Freedland et al), 1404 
MRI. See Magnetic resonance imaging 
Multicystic dysplastic kidney, natural history of (Onal and 


Kogan), 1607 
Multiple sclerosis, sexual dysfunction and (Demirkiran et al), 
1548 


Muscarinic receptors 
in human urothelium and detrusor (Tyagi et al), 1673 
M, and M, muscarinic receptors in bladder disorders (Mukerji et 
al), 367 
Myelodysplasia 
anal plug for fecal incontinence in children with spina bifida or 
anal atresia (Van Winckel et al), 342 
bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
distal shunt obstruction in myelomeningocele after bladder per- 
foration (Barker et al), 1726 
editorial comment on (Bauer), 1728 
long-term outcome of sigmoidocolocystoplasty in (Hayashi et al), 
1806 
myelomeningocele closure timing affects neurogenic bladder 
prognosis (Tarcan et al), 1161 
neurological bypass for sensory innervation of penis in: spina 
bifida (Overgoor et al), 1086 
editorial comment on (Gennaro), 1090 
outcome of tethered cord release for occult spinal dysraphism 
(Guerra et al), 1729 
quality of life in pediatric spina bifida population (Parekh et al), 
1878 
secondary untethering surgery and neurogenic bladder prognosis 
in myelomeningocele (Tarcan et al), 1601 (erratum, 2749) 
editorial comment on (Kurzrock), 1606 
total continence reconstruction (Casale et al), 1712 
Myelolipoma (Olobatuyi and MacLennan), 1188 
Myogenin, and desmin immunohistochemistry of genitourinary 
embryonal rhabdomyosarcoma (Godbole et al), 1751 
Myxoid fibroma of kidneys, CT diagnosis (Lang et al), 346 
NADH diaphorase staining. See Nicotinamide adenine dinucle- 
otide diaphorase staining 
Neobladder. See Orthotopic neobladder 
Neonates. See also Infants 
anterior perineal reconstruction in exstrophy-epispadias complex 
(Caione et al), 740 
bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
circumcision—are you with us or against us?, editorial (Elder), 
1911 
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fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
HMO cost analysis of neonatal circumcision, letters (Morris and 
Castellsague; Denniston et al; Van Howe; Gibbons), 2315 
reply by authors, 2317 
prenatal ultrasound in earlier detection and repair of ureteropel- 
vic junction obstruction, letter (Nelson), 840 
reply by authors, 840 
Nephrectomy 
adjunctive nephrectomy at retroperitoneal! lymph node dissection 
for nonseminomatous germ cell testicular cancer (Stephen- 
son et al), 1996 
editorial comment on (Dahm), 1999 
laparoscopic . 
cost trends for oncological renal surgery (Hollingsworth et al), 
1097 
editorial comment on (Phelan), 1101 
decision making for (Samuelson et al), 1553 
diffusion of in RCC (Miller et al), 1102 
editorial comment on (Okeke and Kavoussi), 1106 
hand assisted, hand pain during (Ost et al), 149 
management of small renal cancers, editorial (Fisher), 1907 
for RCC, outcomes of positive surgical parenchymal margin 
after (Permpongkosol et al), 2401 
robot assisted partial: initial experience (Caruso et al), 36 
letter (Cadeddu), 2315 
survival after laparoscopic vs open partial nephrectomy for 
T,NoM, RCC (Permpongkosol et al), 1984 
editorial comments on (Sengupta and Zincke; Savage; 
Russo), 1988 
transperitoneal, in first year of life (Jesch et al), 1177 
transperitoneal and retroperitoneal heminephrectomy in chil- 
dren (Castellan et al), 2636 
editorial comment on (Gonzalez), 2639 
ureteral strictures after donor nephrectomy (Breda et al), 1065 
validation study of neural networks to predict duration of stay 
after, letter (Joshi), 843 
multidetector CT angiography before donor nephrectomy 
(Schlunt et al), 2576 
editorial comment on (McLorie), 2581 
prognostic nomogram for renal insufficiency after (Sorbellini et 
al), 472 
editorial comment on (Savage), 476 
reply by authors, 476 
simplified upper pole nephrectomy in children (Barroso et al), 
2241 
use as select medical centers, letter (Porter), 1258 
reply by authors, 1258 
venacavoscopy during nephrectomy for RCC with inferior vena 
caval thrombus (Lowentritt et al), 468 
Nephrolithotomy, percutaneous 
access related complications: urology vs radiology at a single 
institution (Watterson et al), 142 
burden or opportunity, editorial (Lingeman), 14 
regionalization of (Morris et al), 242 
editorial comment on (Newman), 246 
risk factors for colonic perforation during (El-Nahas et al), 2068 
vs shock wave lithotripsy in children (Shokeir et al), 706 
tubeless, safety and efficacy of fibrin sealant in (Shah et al), 2488 
editorial comment on (Uribe), 2492 
reply by authors, 2492 
Nephroureterectomy 
hand-assisted laparoscopic: technique, margin status, and surgi- 
cal outcomes (Brown et al), 506 
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hand-assisted retroperitoneoscopic: Johnnie Walker position (Ou 
et al), 2063 
editorial comment on (Libertino), 2067 
reply by authors, 2067 
Nerve grafts, genitofemoral, with radical retropubic prostatec- 
tomy (Nelson et al), 2466 
Neurogenic bladder dysfunction 
continent catheterizable channels and complication timing 
(Thomas et al), 1816 
editorial comment on (Macedo), 1820 
long-term outcome of sigmoidocolocystoplasty in myelodysplasia 
and (Hayashi et al), 1806 
miniature intravesical urethral lengthening for neurogenic uri- 
nary incontinence (Canales et al), 2663 
editorial comment on (Salle), 2666 
myelomeningocele closure timing affects prognosis for (Tarcan et 
al), 1161 : 
nociceptin/orphanin FQ for neurogenic detrusor overactivity 
(Lazzeri et al), 2098 
nonneurogenic, botulinum A toxin urethral sphincter injection in 
children with (Mokhless et al), 1767 
outcome of tethered cord release for occult spinal dysraphism 
(Guerra et al), 1729 
secondary untethering surgery and neurogenic bladder prognosis 
in myelomeningocele (Tarcan et al), 1601 (erratum, 2749) 
editorial comment on (Kurzrock), 1606 
total continence reconstruction (Casale et al), 1712 
treatment of occult tethered spinal cord for (Metcalfe et al), 1826 
editorial comment on (Wiener), 1830 
reply by authors, 1830 
urethral dilation for (Kiddoo et al), 1831 
editorial comment on (Kaplan), 1834 
reply by authors, 1834 
Neurokinin-1 receptor antagonist, for urge urinary inconti- 
nence (Green et al), 2535 
editorial comment on (Chapple), 2540 
Neurotrophic factors 
bladder nerve growth factor and p75‘™ genetic expression in 
diabetic rats (Tong and Cheng), 837 
neuromodulatory therapy to improve erectile function after pelvic 
surgery, review article (Burnett and Lue), 882 
Nicotinamide adenine dinucleotide (NADH) diaphorase 
staining, immediately after radio frequency ablation of 
renal tumors (Stern et al), 1969 
editorial comment on (Beck and Cheng), 1972 
Nicotinamide N-methyltransferase, as marker for RCC (Sartini 
et al), 2248 
Nicotinic receptors 
functional, in rat urinary bladder epithelial cells (Becket al), 2306 
peripheral and central, in micturition reflex in rats (Masuda et 
al), 374 
Nitric oxide, sex differences and role of sex steroids in renal injury, 
review article (Metcalfe and Meldrum), 15 
Nitric oxide synthase, inducible (iNOS), endothelial cell-based 
iNOS gene transfer and mouse erectile responses (Wessells 
et al), 685 
Nitze, Max (Herr), 1313 
NKKS3.1, germ-line mutation and hereditary prostate cancer (Zheng 
et al), 1249 
Nociceptin/orphanin FQ, for neurogenic detrusor overactivity 
(Lazzeri et al), 2098 
Nocturia. See also Enuresis 
and circadian blood pressure profile (Graugaard-Jensen et al), 
1034 
editorial comment on (Weiss), 1039 
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diurnal variation in arginine vasopressin and nocturnal polyuria 


in patients with (Natsume), 660 
effect of ADH in elderly men (Ho et al), 210 
and frequency after renal transplantation (Zermann et al), 1063 
incidence in 50 to 80-year-old Finnish men (Hakkinen et al), 2541 
editorial comment on (Weiss), 2545 
paradigm for evaluation and treatment of lower urinary tract 
symptoms in men (Chapple and Roehrborn), 2571 
visual analog scale questionnaire to assess quality of life and the 
International Prostate Symptom Score (Ushijima et al), 
665 
Nonsteroidal anti-inflammatory drugs, chemoprevention for 
bladder cancer, review article (Busby and Kamat), 1914 
Nuclear matrix protein 22, variability in bladder cancer detec- 
tion (Shariat et al), 919 
editorial comment on (Lokeshwar), 926 
Nutrition. See Diet and nutrition 
Obesity 
adverse effects on quality of life before and after radical retropu- 
bic prostatectomy (Montgomery et al), 257 
editorial comment on (Freedland), 261 
age related testosterone decrease in obese men with metabolic 
syndrome (Kaplan et al), 1524 
editorial comment on (Rajfer), 1527 
reply by authors, 1528 
BMI impact on sperm quantity and quality (Kort et al), 2153 
and erectile dysfunction, editorial (Jarow), 1282 
leptin and RCC invasion (Horiguchi et al), 1631 
leptin promotes invasiveness of murine renal cancer cells 
(Horiguchi et al), 1636 
obesity, serum PSA and prostate size, letter (Stamatiou et al), 
1251 
reply by authors, 1252 
as predictor of ED in older men (Riedner et al), 1519 
relationship between varicoceles and (Handel et al), 2138 
editorial comment on (Brannigan), 2140 
Ofloxacin, effects on BCG induced toxicity in superficial bladder 
cancer (Colombel et al), 935 
Oligospermia, drug therapy for idiopathic male infertility, review 
article (Kumar et al), 1307 
Oral mucosa graft urethroplasty 
donor site intraoral morbidity (Jang et al), 622 
donor site morbidity: lower lip or inner cheek? (Kamp et al), 622 
for female urethral strictures (Migliari et al), 1473 
for hypospadias, sexual function after (Nelson et al), 623 
Orchiectomy ; 
locally advanced prostate cancer treated with orchiectomy and 
external radiotherapy vs radiotherapy alone (Granfors et 
al), 544 
management of nonpalpable incidental testicular masses (Powell 
and Tarter), 96 
editorial comments on (Foster; Schlegel), 99 
Orthotopic neobladder 
antireflux system with direct ureteric anastomosis in patients 
with (Shaaban et al), 2091 
emptying and failure in males (Simon et al), 1468 
editorial comment on (Steinberg), 1472 
ileal, postoperative resorptive and excretory capacity of (Rinnab 
et al), 625 
ileal low pressure, twenty years experience with (Studer et al), 
161 
ileocecal vs ileal, after cystectomy for bladder cancer (Khafagy et 
al), 1479 
in men (Koraitim et al), 2081 
persistent and occasional nocturnal enuresis and (El-Bahnasawy 
et al), 624 


Osteoporosis, bone related events in high risk prostate cancer 


(Srinivas and Colocci), S50 


Osteoprotegerin, serum bone turnover markers in metastatic 


RCC (Jung et al), 1326 


Outcome assessment 


age-stratified functional outcomes after laparoscopic prostatec- 
tomy (Rogers et al), 2448 
bicalutamide early prostate cancer program: findings of North 
American Trial at 7.7-year median followup (McLeod et al), 
75 
black race and outcome of radical retropubic prostatectomy 
(Nielsen et al), 515 
bladder/prostate rhabdomyosarcoma 
late effects (Raney et al), 2190 
editorial comment on (Ritchey), 2194 
review article (Ferrer et al), 1283 
case mix effects on mortality and length of stay after cystectomy 
(Hollenbeck et al), 1363 
clinical outcomes by age in men with hormone refractory prostate 
cancer (Halabi et al), 81 
color Doppler ultrasound for prediction of varicocelectomy out- 
come (Hussein), 2141 
delayed vs immediate surgical intervention and prostate cancer 
outcome (Warlick et al), 2046 ' 
discharge practice patterns after cystectomy for bladder cancer 
(Taub et al), 2612 
editorial comment on (Steinberg), 2617 
extranodal extension in regional lymph nodes and RCC outcome 
(Dimashkieh et al), 1978 
editorial comment on (Taneja), 1982 
familial vs sporadic prostate cancer (Roehl et al), 2438 
editorial comment on (Cooney), 2442 
Gleason pattern on needle biopsy and outcome of Gleason 7 
tumors (Gonzalgo et al), 998 
health outcomes in older men with localized prostate cancer 
(Hoffman et al), 2047 
long-term cosmetic and sexual outcome of hypospadias surgery 
(Moriya et al), 1889 
editorial comment on (Zaontz), 1892 
long-term effects of dextranomer injections for urinary inconti- 
nence (Lottmann et al), 1762 
long-term outcome of intensity-modulated radiotherapy for pros- 
tate cancer (Zelefsky et al), 1415 
long-term outcome of renal transplant from older donors (Re- 
muzzi et al), 2187 
long-term outcome of sigmoidocolocystoplasty in myelodysplasia 
and neurogenic bladder (Hayashi et al), 1806 
men with Tle prostate cancer undergoing radical prostatectomy 
with PSA 2.6—4.0 vs 4.1—6.0 ng/ml (Makarov et al), 554 
mortality after surgery for urologic cancers in specialized urology 
hospitals (Konety et al), 2007, 2465 
natural history of multicystic dysplastic kidney (Onal and 
Kogan), 1607 
objective assessment of results of hypospadias surgery (Ververi- 
dis et al), 2679 
outcome after radical prostatectomy for clinical stage T3 prostate 
cancer (Carver et al), 564 
outcome and cost analysis of BPH treatments (Stovsky et al), 
1500 


outcome of cadaveric renal transplant after lymphocele treatment 
(Smyth et al), 1069 

outcome of patients on dialysis with upper urinary tract TCC (Wu 
et al), 477 s° 

outcome of penile prosthesis implantation for ED (Minervini et 
al), 1477 
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outcome of underscored Gleason 7 prostate tumors (Pinthus et 
al), 979 
editorial comment on (Pruthi), 984 
outcomes of cystectomy for TCC of bladder (Shariat et al), 2414 
editorial comment on (Cookson), 2422 
outcomes of positive surgical parenchymal margin after laparo- 
scopic partial nephrectomy for RCC (Permpongkosol et al), 
2401 
preoperative/intraoperative risk factors and 30-day postoperative 
morbidity (McLaughlin et al), 2179 
prostatectomy for poorly differentiated prostate cancer (Donohue 
et al), 991 
psychological long-term outcome in intersex conditions (Cohen- 
Kettenis), 1187 
radical prostatectomy after previous prostate surgery (Colombo 
et al), 2459 
editorial comment on (Marberger), 2463 
reply by authors, 2463 
renal function and outcome after salvage surgery for bilateral 
Wilms’ tumor (Kubiak et al), 738 
resistance index in BPH using power Doppler imaging and clin- 
ical outcomes after transurethral vaporization of prostate 
(Tsuru et al), 675 
return to work and physical activity after prostatectomy (Sultan 
et al), 1420 
risk factors for adverse outcomes after TURBT (Hollenbeck et al), 
2006 
tethered cord release for occult spinal dysraphism (Guerra et al), 
1729 
tumor necrosis as prognostic factor in TCC of upper urinary tract 
(Langner et al), 910 
editorial comment on (Olumi), 913 
reply by authors, 914 
25-year prostate cancer control and survival outcomes after rad- 
ical prostatectomy (Porter et al), 569 
Overactive bladder. See Bladder overactivity 
Oxalate 
dietary calcium and stone forming risk during liberal oxalate 
intake (Matsumoto et al), 132 
pyridoxamine lowers kidney crystals in experimental hyperoxal- 
uria (Chetyrkin et al), 604 
Oxybutynin 
role of bladder capacity in antidiuretic and anticholinergic treat- 
ment for nocturnal enuresis (Radvanska et al), 764 
editorial comments on (Nevéus; Capizzi), 768 
3-day and 7-day entries in bladder-health diaries (Dmochowski et 
al), 672 
two different regimens for detrusor overactivity (Salvatore et al), 
215 
p63, spatial and isoform specific expression in male urogenital tract 
(Saito et al), 2268 
P300 event related potential technique, for assessment of sex- 
ually oriented interest (Vardi et al), 2736 
Pain 
chronic pelvic pain syndrome 
neural cross-talk and irritation in pelvis (Pezzone et al), 1249 
new classification needed, letter (Antolak), 2748 
pre-massage and post-massage 2-glass test vs Meares-Stamey 
4-glass test in (Nickel et al), 119 
prevalence of prostatitis-like symptoms in managed care pop- 
ulation (Clemens et al), 593 
editorial comment on (Nickel), 596 
sexual dysfunction in men with (Anderson et al), 1534 
ultrasound alterations of preprostatic sphincter and symptoms 
in (Dellabella et al), 112 


clinical and sonographic criteria of acute scrotum in children 
(Karmazyn et al), 311 
hand pain during hand assisted laparoscopic nephrectomy (Ost et 
al), 149 
intravesical botulinum A toxin injections for painful bladder syn- 
drome (Giannantoni et al), 1058 
stressful life events and painful recurrent colic of renal lithiasis 
(Diniz et al), 2483 
editorial comment on (Hosking), 2487 
transient receptor potential vanilloid receptor subtype 1 in pain- 
ful bladder syndrome (Mukerji et al), 797 
Pain management 
no-needle jet anesthetic technique for no-scalpel vasectomy, letter 
(Weiss), 842 
percutaneous CT guided renal cryoablation using local anesthe- 
sia (Permpongkosol et al), 915 
topical lignocaine for vaginismus (Praharaj et al), 1092 
tramadol and acetaminophen plus lidocaine during prostate bi- 
opsy (Pendleton et al), 1372 
Pamidronate 
antitumor effects of aminobisphosphonates in RCC cell lines 
(Pandha et al), 2255 
for bone related events in high risk prostate cancer (Srinivas and 
Colocci), S50 
Pancreatic cancer/carcinoma, presenting with gross hematuria: 
CT diagnosis (Lang et al), 782 
PDE. See Phosphodiesterase 
PDGF. See Platelet derived growth factor 
Pediatric Urology Medal, R. Dixon Walker, 1700 
Peer review 
blind faith, editorial (Steers), 1905 
peer reviewed publication rate of abstracts presented at annual 
AUA meeting (Hoag et al), 2624 
editorial comment on (Olsson), 2629 
Pelvic floor 
lower urinary tract symptoms and pelvic floor muscle exercise 
adherence (Bo et al), 2575 
normative pelvic floor parameters in children assessed by trans- 
abdominal ultrasound (Bower et al), 337 
recurrent pelvic floor defects after abdominal sacral colpopexy, 
letter (Deffieux), 2310 
reply by authors, 2311 
Pelvic fracture, sexual and excretory dysfunction 1 year after 
(Wright et al), 1540 
editorial comment on (McAninch), 1545 
Pelvic organ prolapse 
abdominal sacrocolpopexy with Burch colposuspension for uri- 
nary incontinence (Brubaker et al), 1059 
robotic assisted laparoscopic sacrocolpopexy for vaginal vault pro- 
lapse (Elliott et al), 655 
Pelvic pain, chronic 
neural cross-talk and irritation in pelvis (Pezzone et al), 1249 
new classification needed, letter (Antolak), 2748 
pre-massage and post-massage 2-glass test vs Meares-Stamey 
4-glass test in (Nickel et al), 119 
prevalence of prostatitis-like symptoms in managed care popula- 
tion (Clemens et al), 593 
editorial comment on (Nickel), 596 
ultrasound alterations of preprostatic sphincter and symptoms in 
(Dellabella et al), 112 
Penile cancer/carcinoma 
penis conserving treatment for T1 and T2 carcinoma (Lont et al), 
575 
editorial comment on (Evans), 580 
phallic preserving surgery in invasive squamous cell carcinoma 
(Bissada and Greene), 1687 
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predicting lymph node metastasis in Chinese patients with penile 
squamous cell carcinoma (Dai et al), 1431 
editorial comment on (McDougal), 1435 
size of metastasis in sentinel node predicts additional nodal in- 
volvement in (Kroon et al), 105 
subtotal glans excision without grafting (Brown et al), 2090 
what’s new in management (Busby and Pettaway), 1441 
Penile prosthesis 
clinically noninfected, biofilm formation on (Silverstein et al), 
1008 
long-term mechanical reliability of AMS 700CX™/CXM inflatable 
prosthesis (Dhar et al), 2599 
editorial comment on (Kabalin), 2601 
outcome evaluation for ED (Minervini et al), 1477 
risk of infection with antibiotic coated prosthesis at device re- 
placement for mechanical failure (Abouassaly et al), 2471 
Penis 
circumcision 
are you with us or against us?, editorial (Elder), 1911 
foreskin preservation in penile surgery (Snodgrass et al), 711 
hypospadias repair after (Snodgrass and Khavari), 296 
effect of FK1706 on erectile function after cavernous nerve crush 
injury in rat (Hayashi et al), 824 
gender dysphoria and gender change in androgen insensitivity or 
micropenis (Mazur), 1618 
gender identity in female-raised 46,XY persons with penile agen- 
esis, cloacal exstrophy of bladder, or penile ablation 
(Meyer-Bahlburg), 1619 
hypospadias (See Hypospadias) 
loratadine disrupts penile development in mouse, letter 
(Treinen), 2314 
reply by authors, 2314 
management of penile fracture (Abolyosr et al), 2089 
neurological bypass for sensory innervation of penis in spina 
bifida (Overgoor et al), 1086 
PET study of brain processing of audiovisual stimuli inducing 
penile erection (Tsujimura et al), 679 
Peyronie’s disease 
critical analysis of nonsurgical treatment (Hauck et al), 2606 
critical analysis of surgical treatment (Kadioglu et al), 2607 
dorsal lamina of rectus sheath as grafting material in (Craatz 
et al), 1478 
intralesional interferon a-2b and oral vitamin E for (Inal et al), 
1092 
intralesional interferon a-2b for (Hellstrom et al), 394 
nonsurgical management—are we making any progress?, edi- 
torial (Meacham), 12 
plaque incision and fascia lata grafting in surgical manage- 
ment of (Kalsi et al), 2608 
porcine small intestinal submucosa as graft material in (John 
et al), 1025 
editorial comment on (Rodriguez), 1029 
in younger men (Levine et al), 1478 
phalloplasty with free fibular flap sine fibula (Dabernig et al), 
2085 
rotational flap techniques for fashioning the Firlit preputial collar 
(Redman), 715 
steroid receptors and mammalian penile development (Willing- 
ham et al), 728 
subcutaneous penile vein thrombosis (Al-Mwalad et al), 2523 
topical steroid-based creams in clinical balanitis xerotica obliter- 
ans (Vincent and MacKinnon), 167 
tunica vaginalis flap for post-Snodgrass fistula (Routh et al), 1578 
editorial comments on (Borer; Palmer; Belman), 1581 
vacuum-assisted closure dressing in penile skin grafting 
(Senchenkov et al), 2089 


Pentosan polysulfate sodium, and cyclosporine A for interstitial 
cystitis, letter (Buffington), 838 
Pepys, Samuel, lithotomy in 17th century England, letter (Ka- 
vanagh), 1687 
Perinephric angiomyolipoma (Obara et al), 951 
Peritoneoscopy, transvesical endoscopic (Estevao-Lima et al), 802 
Persistent mesonephric duct, endoscopic treatment for (Ka- 
jbafzadeh and Payabvash), 2657 
PET. See Positron emission tomography 
Peyronie’s disease 
critical analysis of nonsurgical treatment (Hauck et al), 2606 
critical analysis of surgical treatment (Kadioglu et al), 2607 
dorsal lamina of rectus sheath as grafting material in (Craatz et 
al), 1478 
intralesional interferon a-2b and oral vitamin E for (Inal et al), 
1092 
intralesional interferon a-2b for (Hellstrom et al), 394 
nonsurgical management—are we making any progress?, edito- 
rial (Meacham), 12 
plaque incision and fascia lata grafting in surgical management 
of (Kalsi et al), 2608 
porcine small intestinal submucosa as graft material in (John et 
al), 1025 
editorial comment on (Rodriguez), 1029 
in younger men (Levine et al), 1478 
Phalloplasty, with free fibular flap sine fibula (Dabernig et al), 
2085 
Pharmaceutical industry, federal investigations of marketing 
activities of pharmaceutical suppliers of prostate cancer 
drugs (McKoy et al), 586 
Pharmacokinetics, testosterone gel in postmenopausal women 
(Singh et al), 2149 
Phosphodiesterase (PDE), cAMP and cGMP-phosphodiesterase 
isoenzyme 3, 4, and 5 expression in clitoris (Oelke et al), 
687 
Phosphodiesterase (PDE) type 5 inhibitors 
duration of response as variable in treatment of ED (Dunn et al), 
2150 
endothelial function after tadalafil for ED (Foresta et al), 685 
impact of ED after 9 months of treatment with sildenafil (Althof 
et al), 2132 
PDE-5 isoforms and inhibitory effects of sildenafil and vardenafil 
(Lin et al), 1242 
sildenafil for ED in renal allograft rccipients (Sharma et al), 2607 
simultaneous administration of vardenafil and tamsulosin in 
BPH (Auerbach et al), 2122 
tamsulosin and sildenafil effects on hemodynamics in BPH 
(Nieminen et al), 2551 
Phyllanthus niruri, effect on efficacy of extracorporeal shock wave 
lithotripsy for renal stones (Micali et al), 1020 
Physician-patient relationship, choices, editorial (Resnick), 
2342 
Phytotherapeutic agents, for urolithiasis, review article (Giiro- 
cak and Kiipeli), 450 
PIN. See Prostatic intraepithelial neoplasia 
PlasmaKinetic® vaporization of prostate, vs TURP (Hon et al), 
205 
Platelet derived growth factor (PDGF), PDGF-D/PDGF recep- 
tor B signaling and RCC progression in mouse model (Xu et 
al), 406 
Pneumoperitoneum, left upper quadrant entry during gyneco- 
logic laparoscopy (McDanald et al), 1023 
Polyuria ay 
abnormal circadian rhythm in children with enuresis and hyper- 
calciuria (Raes et al), 1147 
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frequency and nocturia after renal transplantation (Zermann et 
al), 1063 
nocturnal (See also Nocturia) 
desmopressin resistant, secondary to increased nocturnal os- 
motic excretion (Dehoorne et al), 749 
diurnal variation in arginine vasopressin and (Natsume), 660 
Positron emission tomography (PET) 
[*'C]-choline PET/CT for tumor localization of prostate cancer 
(Martorana et al), 954 (erratum, 2749) 
editorial comment on (Coakley), 960 
reply by authors, 960 
[*'C]-choline PET/CT in preoperative staging of bladder TCC 
(Gofrit et al), 940 
editorial comment on (Bochner), 944 
combined metabolic/anatomical imaging, editerial (Williams), 
863 
detection of pelvic lymph node metastases in clinically localized 
prostate cancer (Hacker et al), 2014 
editorial comment on (Hany), 2018 
FDG PET vs CT to predict viable tumor in post-chemotherapy 
seminoma residuals (Becherer et al), 110 
PET study of brain processing of audiovisual stimuli inducing 
penile erection (Tsujimura et al), 679 
Post-radiofrequency ablation syndrome (Wah et al), 950 
Posterior urethral valves 
anatomy and embryology, letter (Dewan), 2313 
reply by authors, 2313 
bladder and renal function related to late presentation of, letter 
(Dewan), 2748 
reply by authors, 2748 
feeling good in daily life with (Hellstrém et al), 1742 
method to assess ablation (Hani et al), 303 
myogenic bladder decompensation in boys with history of (An- 
droulakakis et al), 1184 
Potassium channels 
expression in prostate epithelium in chronic prostatitis (Liang et 
al), 1017 
urodynamic effects of intravesical calcium activated potassium 
channel activator NS 309 in rats (Pandita et al), 1220 
Practice management 
cost savings through downsizing office supply inventory and just 
in time ordering (Gonzalez et al), 267 
drop-in group medical appointments (Fletcher et al), 1122 
editorial comment on (Baum), 1126 
Preconception sex selection, demand and preferences in US 
(Dahl), 687 
Pregnancy 
cryptorchidism and fertility potential affected by maternal smok- 
ing during (Thorup et al), 734 
and mode of delivery, effect on prevalence of urinary and fecal 
incontinence (McKinnie et al), 674 
Y-chromosome microdeletions and recurrent pregnancy loss (De- 
wan et al), 1094 
Prenatal diagnosis 
fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
MR urography in evaluation of prenatally diagnosed hydrone- 
phrosis and renal dysgenesis (McMann et al), 1786 
MR urography to predict pyeloplasty need in infants with prena- 
tally diagnosed hydronephrosis (Kaneyama et al), 1781 
editorial comment on (Kirsch), 1784 
prenatal ultrasound in earlier detection and repair of ureteropel- 
vic junction obstruction, letter (Nelson), 840 
reply by authors, 840 


Probiotics, vaginal Lactobacillus crispatus CTV-05 adhesion and 
prevention of UTI (Kwok et al), 2050 
editorial comment on (Reid), 2054 
reply by authors, 2054 
Proctopathy, hyperbaric oxygen therapy for radiation induced 
proctopathy in men treated for prostate cancer (Dall’Era et 
al), 87 
Progesterone receptor, steroid receptors and mammalian penile 
development (Willingham et al), 728 
Propofol, sedation in children undergoing voiding cystourethro- 
grams (Merguerian et al), 299 
Prostacyclin, production in human bladder endothelium (Portell 
et al), 1661 
Prostate biopsy 
biopsy Gleason score vs prostatectomy Gleason score (Fitzsimons 
et al), 2453 
editorial comment on (Kattan), 2458 
cancer detection with saturation technique as initial strategy 
letter (Inman and Myers), 1252 
letter (Inman et al), reply by authors, 1253 
[*'C]-choline PET/CT for tumor localization compared with (Mar- 
torana et al), 954 (erratum, 2749) 
editorial comment on (Coakley), 960 
reply by authors, 960 
diagnostic value of systematic biopsy methods, letter (Eskicorapci 
and Tuncay), 2745 
Gleason pattern on needle biopsy and outcome of Gleason 7 
tumors (Gonzalgo et al), 998 
histological diagnosis and RNA analysis in single prostate biopsy 
specimen (Fukabori et al), 1204 
impact of increased number of biopsies on nature of prostate 
cancer identified (Meng et al), 63 
editorial comment on (Lange), 69 
reply by authors, 69 
micrcofocal prostate cancer saturation biopsy (Boccon-Gibod et al), 
961 
editorial comment on (Jones), 963 
outcome of underscored Gleason 7 prostate tumors (Pinthus et 
al), 979 
editorial comment on (Pruthi), 984 
race as cancer predictor on repeat prostate biopsy (Yanke et al), 
1114 
re-biopsy with stereotactic transperineal technique (Moran et al), 
1376 
editorial comment on (Petrou), 1381 
tramadol and acetaminophen plus lidocaine for pain control dur- 
ing (Pendleton et al), 1372 
Prostate cancer/carcinoma 
activin A circulating levels and bone metastasis from breast can- 
cer or (Leto et al), 2742 
age adjusted free testosterone levels and poorly differentiated 
prostate cancer, letter (Morales), 2746 
reply by authors, 2746 
ancestry, genetic susceptibility, E-cadherin-160A and prostate 
cancer risk, editorial (Macoska), 435 
androgen deprivation therapy for 
and brachytherapy for post-radiotherapy cancer recurrence 
(Wong et al), 2020 
case for systemic therapy alone (Sweeney), S42 
effect on fasting serum lipid and glucose parameters (Yannucci 
et al), 520 
high risk biochemical relapse and timing of (Ryan and Small), 
S61 
immediate or deferred ADT for prostate cancer not suitable for 
local curative treatment (Studer et al), 2467 





2820 


impact on physical and cognitive function and quality of life 
(Joly et al), 2443 
insulin sensitivity during (Smith et al), 2469 
as primary therapy for early stage disease (Akaza et al), S47 
testosterone and ED recovery after radiotherapy and LHRH 
agonists (Wilke et al), 2466 
zoledronic acid increases BMD during (Ryan et al), 972 
editorial comment on (Saad), 978 
antibodies against Trichomonas vaginalis and risk of (Sutcliffe et 
al), 1438 
anxiety and depression in (Korfage et al), 2047 
assessing risk for (Thompson et al), 2044 
bicalutamide early prostate cancer program: findings of North 
American Trial at 7.7-year median followup (McLeod et al), 
75 
bicalutamide plus standard care vs standard care alone for early 
cancer (McLeod et al), 2468 
biopsy Gleason score vs prostatectomy Gleason score (Fitzsimons 
et al), 2453 
editorial comment on (Kattan), 2458 
bone related events in high risk disease (Srinivas and Colocci), 
S50 
bone scans in men with low PSA levels after localized therapy 
(Warren et al), 70 
editorial comment on (Lowe), 73 
breast cancer as second primary in patients with (Karlsson et al), 
538 
bringing prostate cancer quality of life research to bedside (Tal- 
cott et al), 1558 
editorial comment on (Sanda), 1563 
case for adjuvant therapy for (Glodé), S30 
changing patterns of pelvic lymphadenectomy for (Kawakami et 
al), 1382 
chemotherapy for 
early chemotherapy for metastatic disease (Lucas and Petry- 
lak), S72 
locally advanced cancer treated with concomitant radiation 
and 5-fluorouracil (Swanson et al), 548 
editorial comment on (Carroll), 553 
{"'C]-choline PET/CT for tumor localization (Martorana et al), 
954 (erratum, 2749) 
editorial comment on (Coakley), 960 
reply by authors, 960 
chronic inflammation and (MacLennan ‘et al), 1012 
common variant in European and African populations (Amunda- 
dottir et al), 1436, 2306 
comparison of methods for calculating PSA velocity (Yu et al), 
2427 
editorial comment on (Moon), 2431 
complications after cystectomy and urinary diversion in patients 
previously treated for (Tolhurst et al), 1479 
cyclin kinase subunit 1 in (Shapira et al), 2285 
delayed vs immediate surgical intervention and outcome of (War- 
lick et al), 2046 
detection/diagnosis of 
cancer detection with saturation technique as initial biopsy 
strategy 
letter (Inman and Myers), 1252 
letter (Inman et al), reply by authors, 1253 
discovery of PSA as biomarker for (Makarov and Carter), 2383 
gene methylation in urine samples for (Rogers et al), 2280 
histological diagnosis and RNA analysis in single prostate bi- 
opsy specimen (Fukabori et al), 1204 
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obesity, serum PSA and prostate size, letter (Stamatiou et al), 
1251 
reply by authors, 1252 
prostatic fluid citrate concentrations in (Kline et al), 2274 
diet and 
calcium intake and incident and fatal cancer (Giovannucci et 
al), 1438 
cancer prevention by green tea catechins (Bettuzzi et al), 1685 
after diagnosis and risk of cancer progression, recurrence, and 
death (Chan et al), 109 
diet after diagnosis and risk of cancer progression, recurrence, 
and death (Chan et al), 109 
effect on cancer risk in U.S. men (Wu et al), 109 
effectiveness of dietary supplement in men with rising PSA 
(Schréder et al), 2469 
meat and meat mutagens and cancer risk (Cross et al), 1439 
meat consumption among black and white men and prostate 
cancer risk (Rodriguez et al), 1439 
DNA methyltransferase inhibition and prostate tumorigenesis in 
mouse (McCabe et al), 1248 
dynamic contrast enhanced MRI to predict tumor volume in (Vil- 
lers et al), 2432 
E-cadherin —160 C/A polymorphism and prostate cancer risk in 
white and black men (Pookot et al), 793 (erratum, 1688) 
familial vs sporadic (Roehl et al), 2438 
editorial comment on (Cooney), 2442 
federal investigations of marketing activities of pharmaceutical 
suppliers of drugs for (McKoy et al), 586 
Gleason pattern on needle biopsy and outcome of Gleason 7 
tumors (Gonzalgo et al), 998 
health outcomes in older men with localized cancer (Hoffman et 
al), 2047 
hereditary, NKK3.1 germ-line mutation and (Zheng et al), 1249 
high risk localized 
discussion of management of, S55 
prostatectomy as initial therapy (Montie), S27 
recommendations for defining and treating (Thompson et al), 
S6 
hormone refractory, clinical outcomes by age in men with (Halabi 
et al), 81 
identifying high risk patients 
discussion of, S25 
men at high risk of death (D’Amico et al), $11 
risk groups and nomograms for (Roach et al), S16 
translational science approach to risk stratification for 
(Thompson), S21 
impact of increased number of biopsies on nature of prostate 
cancer identified (Meng et al), 63 
editorial comment on (Lange), 69 
reply by authors, 69 
liposomal MU1 vaccine BLP25 in PSA failures after radical pros- 
tatectomy (North et al), 91 
locally advanced 
past, present, and future management (Swanson), S34 
treated with concomitant radiation and 5-fluorouracil (Swan- 
son et al), 548 
editorial comment on (Carroll), 553 
treated with orchiectomy and external radiotherapy vs radio- 
therapy alone (Granfors et al), 544 
macrophage/cancer cell interactions and hormone resistance (Zhu 
et al), 1686 
metastatic s° 
case for early chemotherapy for (Lucas and Petrylak), S72 
defining risk at time of initial treatment failure (Chang), S57 
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detection of pelvic lymph node metastases in clinically localized 
prostate cancer (Hacker et al), 2014 
editorial comment on (Hany), 2018 
discussion of management, S81 
does treatment of primary tumor matter? (Swanson et al), 1292 
metastasectomy in advanced urological malignancies, review 
article (Rasco et al), 1921 
novel therapies for (Brand and Tolcher), S76 
use of hormonal therapy in (Lu-Yao et al), 526 
modeling PSA kinetics in patients on active surveillance (Zhang 
et al), 1392 
editorial comment on (Carter), 1397 
reply by authors, 1398 
molecular correlate to Gleason grading system (True et al), 2741 
monitoring localized prostate cancer: review of programs in PSA 
era, review article (Martin et al), 439 
MR imaging and MK spectroscopy in prediction of organ-confined 
cancer (Wang et al), 2046 
non-covalent binding of lycopene, lycophyll, and oxidative metab- 
olites with 5-lipoxygenase (Hazai et al), 2305 
North American white mitochondrial haplotypes in prostate and 
renal cancer, letter (Canter et al), 2308 
reply by authors, 2309 
novel gammaretrovirus in R462Q RNASEL prostate cancer vari- 
ant (Urisman et al), 1437 
outcome of underscored Gleason 7 tumors (Pinthus et al), 979 
editorial comment on (Pruthi), 984 
prevention of 
current and future status of chemoprevention (Fujimoto et al), 
1685 
finasteride and (D’Amico and Barry), 2010 
editorial comment on (Thompson), 2012 
reply by authors, 2013 
by green tea catechins (Bettuzzi et al), 1685 
Prostate Cancer Prevention Trial, letter (Walsh), 2744 
reply by authors, 2744 
toremifene in men with high grade PIN (Price et al), 965 
editorial comment on (Kawashima), 970 
reply by authors, 970 
prognostic factors for localized carcinoma incidentally discovered 
at TURP (Abaza et al), 2701 
prostate DHT and cancer aggressiveness using Gleason score 
(Nishiyama et al), 1387 
prostatectomy for 
black race and outcome of (Nielsen et al), 515 
in clinical stage T3, long-term outcome (Carver et al), 564 
detectable PSA between 60 and 120 days after (Sengupta et al), 
559 
family history and survival after (Siddiqui et al), 1118 
impact of nerve sparing open radical retropubic prostatectomy 
on urinary continence (Burkhard et al), 189 
as initial therapy in high risk localized cancer (Montie), S27 
laparoscopic, age-stratified functional outcomes after (Rogers 
et al), 2448 
outcomes in men with Tlc cancer undergoing radical prosta- 
tectomy with PSA 2.6-—4.0 vs 4.1-6.0 ng/ml (Makarov et 
al), 554 
in poorly differentiated prostate cancer (Donohue et al), 991 
potency following robotic radical prostatectomy, letter 
(Costello), 412 
reply by authors, 413 
after previous prostate surgery (Colombo et al), 2459 
editorial comment on (Marberger), 2463 
reply by authors, 2463 
return to work and physical activity after (Sultan et al), 1420 


salvage radiotherapy for isolated post-prostatectomy PSA in- 
crease (Buskirk et al), 985 

salvage (Sanderson et al), 2025 
editorial comment on (Ward), 2031 
reply by authors, 2032 

30-day mortality and complications after (Alibhai et al), 997 

time to PSA recurrence after, cancer specific mortality and 
(Freedland et al), 1404 

25-year prostate cancer control and survival outcomes (Porter 
et al), 569 

which patients benefit most from surgery, editorial (Smith), 
437 


PSA expression does not necessarily correlate with prostate can- 


cer cell growth (Peternac et al), 354 


race as cancer predictor on repeat prostate biopsy (Yanke et al), 


1114 


radiation therapy for 


brachytherapy and ADT for cancer recurrence after (Wong et 
al), 2020 

E-cadherin protein and salvage radiotherapy outcomes (Ray et 
al), 1409 
editorial comment on (Pettaway), 1414 

hyperbaric oxygen therapy for proctopathy induced by 
(Dall’Era et al), 87 

intensity modulated, long-term outcome (Zelefsky et al), 1415 

locally advanced cancer treated with concomitant radiation 
and 5-fluorouracil (Swanson et al), 548 
editorial comment on (Carroll), 553 

locally advanced cancer treated with orchiectomy and external 
radiotherapy vs radiotherapy alone (Granfors et al), 544 

prediagnosis PSA velocity and cancer progression after (Egg: 
ener et al), 1399 

salvage radiotherapy for isolated post-prostatectomy PSA in- 
crease (Buskirk et al), 985 

testosterone and ED recovery after LHRH agonists and (Wilke 
et al), 2466 


5a-reductase inhibitors for 


dutasteride induces atrophic changes and decreases cancer 
volume in prostate (Iczkowski et al), 677 

effect on natural history, detection and grading, letter (Pitts), 
408 
reply by authors, 408 

effects of long-term finasteride treatment on prostate cancer 
morphology and outcome (Rubin et al), 996 

interpretation of serum PSA in men receiving, review article 
(Marks et al), 868 

lifetime implications and cost-effectiveness of finasteride for 
prevention (Zeliadt et al), 274 

long term effects of finasteride on PSA levels, letter (Walsh), 
409 


role of serotonin receptors in prostate cancer cell proliferation 


(Siddiqui et al), 1648 


screening for 


effectiveness of (Concato et al), 582 

physicians and their personal PSA screening practices (Chan 
et al), 583 

PSA testing in elderly (Konety), 585 

PSA testing in men older than 75 years in US (Scales et al), 511 


second primary malignancies associated with RCC histological 


subtypes (Thompson et al), 900 
editorial comment on (Flanigan), 903 


secondary hormonal therapy in chemotherapy age (Small and 


Ryan), S66 


severe urethral complications of therapy for (Elliott et al), 2508 
sexual behavior, STDs, prostatitis and prostate cancer risk in 


black men (Sarma et al), 1108 
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TURP vs PlasmaKinetic® vaporization of prostate (Hon et al), 
205 

visual analog scale questionnaire to assess quality of life and the 
International Prostate Symptom Score (Ushijima et al), 
665 


Prostate gland 


application of botulinum toxin in, review article (Chuang and 
Chancellor), 2375 
bladder/prostate rhabdomyosarcoma 
editorial (Womer and Snyder), 1278 
late effects (Raney et al), 2190 
editorial comment on (Ritchey), 2194 
review article (Ferrer et al), 1283 
bone marrow derived cell contribution to regenerating prostate 
epithelium (Palapattu et al), 813 
BPH and lower urinary tract symptoms and correlation between 
prostatic volume and serum PSA (Hedelin et al), 1061 
expression of tumor antigens MAGE-A1l, MAGE-A3/4, and NY- 
ESO-1 in cancerous and benign prostatic tissue (Hudolin et 
al), 2573 
MRI assessment of finasteride effect on prostatic suburethral 
microcirculation (Jia et al), 2299 
retinoic acid inhibits 24-hydroxylase in prostate stromal cells 
(Lou et al), 2572 
spatial and isoform specific p63 expression in male urogenital 
tract (Saito et al), 2268 
transurethral resection of (See Transurethral resection of pros- 
tate) 


Prostate specific antigen (PSA) 


assessing prostate cancer risk (Thompson et al), 2044 
baseline PSA vs median PSA for age group in men younger than 
60 years old (Loeb et al), 2045 
bone scans in men with low PSA levels after localized therapy 
(Warren et al), 70 
editorial comment on (Lowe), 73 
BPH and lower urinary tract symptoms and correlation between 
prostatic volume and serum PSA (Hedelin et al), 1061 
comparison of methods for calculating PSA velocity (Yu et al), 
2427 
editorial comment on (Moon), 2431 
demographic and lifestyle characteristics associated with PSA 
concentration and rate of increase (Kristal et al), 581 
detectable PSA between 60 and 120 days after radical prostatec- 
tomy (Sengupta et al), 559 
discovery of PSA as biomarker for early detection of prostate 
cancer (Makarov and Carter), 2383 
doubling time calculation, review article (Daskivich et al), 1927 
effectiveness of dietary supplement in prostate cancer with rising 
PSA (Schréder et al), 2469 
high risk biochemical relapse and timing of ADT (Ryan and 
Small), S61 
identifying men at high risk of death from prostate cancer 
(D’Amico et al), S11 
interchangeability of measurements of total and free PSA ia 
serum with 5 frequently used assays (Stephan et al), 581 
interpretation of serum PSA in men receiving 5a-reductase in- 
hibitors, review article (Marks et al), 868 
liposomal MU1 vaccine BLP25 in PSA failures after radical pros- 
tatectomy (North et al), 91 
long term effects of finasteride on PSA levels, letter (Walsh), 409 
reply by authors, 410 
modeling PSA kinetics in patients on active surveillance (Zhang 
et al), 1392 
editorial comment on (Carter), 1397 
reply by authors, 1398 


SUBJECT INDEX 


monitoring localized prostate cancer: review of programs in PSA 
era, review article (Martin et al), 439 

noninvasive methods of diagnosing bladder outlet obstruction in 
men. 1: nonurodynamic approach, review article (Belal and 
Abrams), 22 

obesity, serum PSA and prostate size, letter (Stamatiou et al), 
1251 

reply by authors, 1252 

outcomes in men with Tle prostate cancer undergoing radical 
prostatectomy with PSA 2.6—-4.0 vs 4.1-6.0 ng/ml 
(Makarov et al), 554 

prediagnosis PSA velocity and cancer progression after radiation 
therapy (Eggener et al), 1399 

PSA expression does not necessarily correlate with prostate can- 
cer cell growth (Peternac et al), 354 

PSA testing in men older than 75 years in US (Scales et al), 511 

salvage radiotherapy for isolated post-prostatectomy PSA in- 
crease (Buskirk et al), 985 

serum PSA and prostate volume in Taiwanese men with BPH 
(Chang et al), 196 

testing in elderly (Konety), 585 

time to postprostatectomy PSA recurrence and cancer specific 
mortality (Freedland et al), 1404 

translational science approach to risk stratification in prostate 
cancer (Thompson), S21 


Prostatectomy 


adverse effects of obesity on quality of life before and after (Mont- 
gomery et al), 257 
editorial comment on (Freedland), 261 
age difference between patient and partner predicts potency after 
(Descazeaud et al), 2594 
editorial comment on (Penson), 2598 
biopsy Gleason score vs prostatectomy Gleason score (Fitzsimons 
et al), 2453 
editorial comment on (Kattan), 2458 
black race and outcome of (Nielsen et al), 515 
climacturia after (Lee et al), 2562 
editorial comment on (Flanigan), 2565 
for clinical stage T3 prostate cancer, long-term outcome (Carver 
et al), 564 
delayed vs immediate surgical intervention and prostate cancer 
outcome (Warlick et al), 2046 
detectable PSA between 60 and 120 days after (Sengupta et al), 
559 
detection and repair of subclinical inguinal hernias at (Nielsen 
and Walsh), 997 
family history and survival after (Siddiqui-et al), 1118 
genitofemoral nerve grafts with (Nelson et al), 2466 
informed vs uninformed consent for prostate surgery: value of 
electronic consents (Issa et al), 694 
editorial comment on (Hanno), 699 
inguinal hernia after (Stranne et al), 2072 
as initial therapy in high risk localized prostate cancer (Montie), 
$27 
laparoscopic, age-stratified functional outcomes after (Rogers et 
al), 2448 
liposomal MU1 vaccine BLP25 in PSA failures after (Nortia et al), 
91 
nerve sparing 
impact on urinary continence (Burkhard et al), 189 
prediction of sexual function after (Michl et al), 227 
open, for lower urinary tract symptoms in BPH (Helfand et al), 
2557 
editorial comment on (Ellis), 2561 
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outcomes in men with Tic prostate cancer undergoing radical 
prostatectomy with PSA 2.6-4.0 vs 4.1-6.0 ng/ml 
(Makarov et al), 554 
for poorly differentiated prostate cancer (Donohue et al), 991 
after previous prostate surgery (Colombo et al), 2459 
editorial comment on (Marberger), 2463 
reply by authors, 2463 
retained seminal vesicles after (Sella et al), 2465 
return to work and physical activity after (Sultan et al), 1420 
robot assisted 
influence on collaborative-care pathway for open radical pros- 
tatectomy (Kaufman et al), 2464 
intraoperative blood loss and transfusion requirements for 
(Farnham et al), 2464 
potency following, letter (Costello), 412 
reply by authors, 413 
with preservation of prostatic fascia (Kaul et al), 998 
salvage (Sanderson et al), 2025 
editorial comment on (Ward), 2031 
reply by authors, 2032 
30-day mortality and complications after (Alibhai et al), 997 
time to PSA recurrence after, cancer specific mortality and 
(Freedland et al), 1404 
25-year prostate cancer control and survival outcomes (Porter et 
al), 569 
urinary incontinence after 
male bulbourethral sling for (Migliari et al), 2114 
editorial comment on (Comiter), 2118 
ProACT adjustable continence therapy system for (Gregori et 
al), 2109 
editorial comment on (Gajewski), 2113 
reply by authors, 2113 
which patients benefit most from, editorial (Smith), 437 


Prostatic hyperplasia. See Benign prostatic hyperplasia 
Prostatic intraepithelial neoplasia (PIN) 


prevention of prostate cancer by green tea catechins in (Bettuzzi 
et al), 1685 
toremifene for prostate cancer prevention in men with high grade 
PIN (Price et al), 965 
editorial comment on (Kawashima), 970 
reply by authors, 970 


Prostatitis 


chroni¢ 
K channel expression in prostate epithelium in (Liang et al), 
1017 
pre-massage and post-massage 2-glass test vs Meares-Stamey 
4-glass test in (Nickel et al), 119 
prevalence of prostatitis-like symptoms in managed care pop- 
ulation (Clemens et al), 593 
editorial comment on (Nickel), 596 
sexual dysfunction in men with (Anderson et al), 1534 
editorial comment on (Chiou), 1538 
ultrasound alterations of preprostatic sphincter and symptoms 
in chronic prostatitis-chronic pelvic pain syndrome (Della- 
bella et al), 112 
risk factors for self-reported history of (Rothman et al), 1017 
sexual behavior, STDs, prostatitis and prostate cancer risk in 
black men (Sarma et al), 1108 
Prostheses and implants. See also Biomaterials 
artificial urinary sphincter 
in children and adoiescents without spina bifida (Ruiz et al), 
1821 
external urethral debulking and (Rahman et al), 1477 
penile 
clinically noninfected, biofilm formation on (Silverstein et al), 
1008 


long-term mechanical reliability of AMS 700CX™/CXM inflat- 
able prosthesis (Dhar et al), 2599 
editorial comment on (Kabalin), 2601 
outcome evaluation for ED (Minervini et al), 1477 
risk of infection with antibiotic coated prosthesis at device 
replacement for mechanical failure (Abouassaly et al), 
2471 
sacral nerve stimulation 
in children (Humphreys et al), 2227 
for intractable urge incontinence (Amundsen et al), 211 
vs pudendal nerve stimulation for voiding dysfunction (Peters 
et al), 212 
for refractory urinary urge incontinence (Latini et al), 2120 
slings 
autologous fascial sling vs polypropylene tape, letter (Gold- 
man), 411 
reply by authors, 412 . 
completely dry. rate with (Kobashi and Govier), 672 
complications of SPARC sling (Hodroff et al), 2090 
male bulbourethral sling after prostatectomy (Migliari et al), 
2114 
editorial comment on (Comiter), 2118 
male perineal sling (Comiter), 673 
voiding dysfunction after removal of eroded synthetic mid ure- 
thral slings (Starkman et al), 1040 (retraction, 2749) 
tension-free vaginal tape 
in idiopathic detrusor overactivity and stress incontinence 
(Duckett and Tamilselvi), 1508 
outcome in mixed and stress urinary incontinence (Holmgren 
et al), 1507 
Protein kinase C, partial bladder outlet obstruction and protein 
kinase C induced detrusor contraction in rabbit (Stanton et 
al), 2716 
Proteinuria, impact of accepting living kidney donors with mild 
hypertension or proteinuria on transplantation rates 
(Karpinski et al), 2582 
Proteomics, direct cancer tissue (Hwang et al), 2741 
PSA. See Prostate specific antigen 
Pseudoaneurysm, after rupture of renal angiomyolipoma in tu- 
berous sclerosis, thrombin injection for (Corso et al), 58 
Psychological factors 
anxiety and depression in prostate cancer (Korfage et al), 2047 
depression in female urinary incontinence (Vigod and Stewart), 
2121 
long-term outcome in intersex conditions (Cohen-Kettenis), 1187 
Pubic diastasis, staged pelvic closure in exstrophy-epispadias 
complex (Mathews et al), 2196 
Puboplasty, aesthetic aspects of bladder exstrophy (VanderBrink 
et al), 1810 
Pudendal nerve stimulation, vs sacral nerve stimulation for 
voiding dysfunction (Peters et al), 212 
Pyelonephritis 
endoscopic management of VUR in women with (Okeke et al), 
2219 
primary VUR and urinary antibiotic prophylaxis after (Garin et 
al), 739 
Pyeloplasty 
in infants and children, retrograde vs antegrade stenting (Chan- 
drasekharam), 2242 
laparoscopic (Moon et al), 2069 
MR urography to predict pyeloplasty need in infants with prena- 
tally diagnosed hydronephrosis (Kaneyama et al), 1781 
editorial comment on (Kirsch), 1784 
pediatric, MR urography evaluation after (Kirsch et al), 1755 
robot assisted, in the infant (Kutikov et al), 2237 
editorial comments on (Farhat; Thomas), 2239 
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transmesenteric laparoscopic (Romero et al), 2526 
for ureteropelvic junction obstruction 
laparoscopy vs dorsal lumbotomy for (Troxel et al), 1073 
retroperitoneal laparoscopic vs open dismembered pyeloplasty 
(Zhang et al), 1077 
Pyeloscopy, retrograde proximal rigid ureteroscopy and pyelos- 
copy in children (Lesani and Palmer), 1570 
Pyridoxamine, kidney crystals in experimental hyperoxaluria 
lowered by (Chetyrkin et al), 604 
Quality of care 
case mix effects on mortality and length of stay after cystectomy 
(Hollenbeck et al), 1363 
preoperative/intraoperative risk factors and 30-day postoperative 
morbidity (McLaughlin et al), 2179 
editorial comment on (Litwin), 2186 
regionalization of percutaneous nephrolithotomy (Morris et al), 
242 
editorial comment on (Newman), 246 
Quality of life 
adverse effects of obesity before and after radical retropubic pros- 
tatectomy (Montgomery et al), 257 
editorial comment on (Freedland), 261 
bringing prostate cancer quality of life research to bedside (Tal- 
cott et al), 1558 
editorial comment on (Sanda), 1563 
determining importance of change in Overactive Bladder Ques- 
tionnaire (Coyne et al), 627 
editorial comment on (Brubaker), 632 
and estimates of utility in chronic kidney disease (Gorodetskaya 
et al), 1565 
feeling good in daily life with posterior urethral valves (Hellstrém 
et al), 1742 
impact of ADT for prostate cancer on physical and cognitive 
function and (Joly et al), 2443 
impact of ED after 9 months of sildenafil treatment (Althof et al), 
2132 
longitudinal assessment in patients with type 2 diabetes and ED 
(Berardis et al), 238 
measures in treatment trials for female urinary incontinence 
(Ross et al), 2119 
in neurogenic vs idiopathic detrusor overactivity after intradetru- 
sor botulinum-A toxin injections (Kalsi et al), 2569 
in pediatric spina bifida population (Parekh et al), 1878 
prediction of sexual function after nerve sparing radical retropu- 
bic prostatectomy (Michl et al), 227 
return to work and physical activity after prostatectomy (Sultan 
et al), 1420 
after salvage prostatectomy (Sanderson et al), 2025 
editorial comment on (Ward), 2031 
reply by authors, 2032 
and sexuality in chronic dialysis female patients (Coelho- 
Marques et al), 686 
visual analog scale questionnaire to assess quality of life and the 
International Prostate Symptom Score (Ushijima et al), 
665 
and voiding variables in patients treated with percutaneous tibial 
nerve stimulation (van der Pal et al), 2120 
Race/ethnicity 
attitudes of minority patients with end-stage renal disease re- 
garding ABO-incompatible list-paired exchanges (Acker- 
man), 271 
black race and outcome of radical retropubic prostatectomy 
(Nielsen et al), 515 
common variant of prostate cancer in European and African 
populations (Amundadottir et al), 1436, 2306 


E-cadherin —160 C/A polymorphism and prostate cancer risk in 
white and black men (Pookot et al), 793 (erratum, 1688) 
meat consumption among black and white men and risk of pros- 
tate cancer (Rodriguez et al), 1439 
North American white mitochondrial haplotypes in prostate and 
renal cancer, letter (Canter et al), 2308 
reply by authors, 2309 
older African American women’s decisions to joint PLCO Cancer 
Screening trial (Trauth et al), 1135 
predicting lymph node metastasis in Chinese patients with penile 
squamous cell carcinoma (Dai et al), 1431 
editorial comment on (McDougal), 1435 
race as cancer predictor on repeat prostate biopsy (Yanke et al), 
1114 
racial disparity in bladder cancer (Lee et al), 927 
editorial comments on (Spencer and Benson; Fleshner), 933 
sexual behavior, STDs, prostatitis and prostate cancer risk in 
black men (Sarma et al), 1108 
Radiation induced damage, to small blood vessels in mouse 
bladder (Jaal and Dérr), 2696 
Radiation therapy 
for bladder cancer 
novel therapies in bladder cancer (Alonzi and Hoskin), 952 
radiochemotherapy after TURBT for T1 cancers (Weiss et al), 
2426 
for prostate cancer 
brachytherapy and ADT for cancer recurrence after (Wong et 
al), 2020 
case for adjuvant therapy (Glodé), S30 
E-cadherin protein and salvage radiotherapy outcomes (Ray et 
al), 1409 
editorial comment on (Pettaway), 1414 
hyperbaric oxygen therapy for proctopathy induced by 
(Dall’Era et al), 87 
locally advanced cancer (Swanson), S34 
locally advanced cancer treated with concomitant radiation 
and 5-fluorouracil (Swanson et al), 548 
editorial comment on (Carroll), 553 
locally advanced cancer treated with orchiectomy and external 
radiotherapy vs radiotherapy alone (Granfors et al), 544 
long-term outcome of intensity-modulaied radiotherapy (Zelef- 
sky et al), 1415 
prediagnosis PSA velocity and cancer progression after (Egg- 
ener et al), 1399 
salvage radiotherapy for isolated post-prostatectomy PSA in- 
crease (Buskirk et al), 985 
testosterone and ED recovery after LHRH agonists and (Wilke 
et al), 2466 
vs single-dose carboplatin in stage I seminoma (Oliver et al), 584 
Radio frequency ablation, percutaneous 
of canine prostates, ultrasound for (Liu et al), 1654 
MRI-guided, of RCCs (Boss et al), 951 
optical spectroscopy of renal thermal damage induced by (Parekh 
et al), 1626 
post-radiofrequency ablation syndrome (Wah et al), 950 
of renal tumors, NADH diaphorase staining immediately after 
(Stern et al), 1969 
editorial comment on (Beck and Cheng), 1972 
residual and recurrent disease after renal energy ablative ther- 
apy (Matin et al), 1973 
RCC. See Renal cell carcinoma 
Recepteur d’origine Nantais (RON) 
and EGFR in human bladder carcinogenesis, editorial (Thomas 
and Theodorescu), 1909 
and EGFR in human bladder carcinogenesis (Hsu et al), 2262 














Rectum, hyperbaric oxygen therapy for radiation induced proctopa- 
thy in men treated for prostate cancer (Dall’Era et al), 87 
5a-Reductase deficiency, gender change in 46,XY persons with 
17B-hydroxysteroid dehydrogenase-3 deficiency and (Co- 
hen-Kettenis), 1619 
5a-Reductase inhibitors 
dutasteride effects on disease measures in BPH (Gittelman et al), 
1045 
editorial comment on (Andriole), 1050 
dutasteride induces atrophic changes and decreases cancer vol- 
ume in prostate (Iczkowski et al), 677 
effect on natural history, detection and grading of prostate can- 
cer, letter (Pitts), 408 
reply by authors, 408 
effects of long-term finasteride treatment on prostate cancer mor- 
phology and outcome (Rubin et al), 996 
interpretation of serum PSA in men receiving, review article 
(Marks et al), 868 
long term effects of finasteride on PSA levels, letter (Walsh), 409 
reply by authors, 410 
MRI assessment of finasteride effect on prostatic suburethral 
microcirculation (Jia et al), 2299 
prevention of BPH disease (Marks et al), 1299 
prostate cancer prevention and finasteride (D’Amico and Barry), 
2010 
editorial comment on (Thompson), 2012 
reply by authors, 2013 
tolerability of long-term dutasteride therapy in BPH (Schulman 
et al), 2123 
Renal angiomyolipoma 
atypical, differentiation from RCC in tuberous sclerosis (Patel et 
al), 1018 
fat poor: patient, CT and histological findings (Milner et al), 905 
laparoscopic cryoablation of (Byrd et al), 1512 
editorial comment on (Marshall), 1516 
minimal fat, imaging characteristics and histology (Hafron et al), 
2006 
with minimal fat: helical CT differentiation from RCC (Kim et al), 
509 
in tuberous sclerosis, thrombin injection for pseudoaneurysm af- 
ter rupture of (Corso et al), 58 
Renal artery embolus, treated with urokinase perfusion (Lang et 
*al), 1189 
Renal biopsy 
histological and molecular analysis of needle biopsy specimens of 
renal tumors (Barocas et al), 1957 
percutaneous image guided, for diagnosis of renal lymphoma 
(Hunter et al), 1952 
editorial comment on (Libertino), 1956 . 
Renal calculi 
access related complications during percutaneous nephrolithot- 
| omy: urology vs radiology at a single institution (Watterson 
et al), 142 
H CT with no contrast enhancement in predicting outcome of extra- 
corporeal shock wave lithotripsy for urinary calculi (Gupta 
et al), 146 
diet and risk of incident kidney stones in men (Tayior et al), 148 
dietary calcium and stone forming risk during liberal oxalate 
intake (Matsumoto et al), 132 
endoscopic stone surgery and post-operative sepsis (Mariappan 
and Tolley), 604 
historical and current phytotherapeutic agents for urolithiasis, 
review article (Giirocak and Kiipeli), 450 
impact of shock rate on shock wave lithotripsy of (Davenport et 
al), 2055 
editorial comment on (Chandhoke), 2058 
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percutaneous nephrolithotomy: burden or opportunity, editorial 
(Lingeman), 14 
percutaneous nephrolithotomy vs shock wave lithotripsy in chil- 
dren (Shokeir et al), 706 
Phyllanthus niruri and efficacy of extracorporeal shock wave 
lithotripsy for (Micali et al), 1020 
pyridoxamine lowers kidney crystals in experimental hyperoxalu- 
ria (Chetyrkin et al), 604 
renal function in nephrolithiasis (Worcester et al), 600 
editorial comment on (Pearle), 603 
risk in microgravity environment (Monga et al), 127 
safety and efficacy of fibrin sealant in tubeless percutaneous 
nephrolithotomy (Shah et al), 2488 
editorial comment on (Uribe), 2492 
reply by authors, 2492 
shock wave lithotripsy for upper tract stones: refining the algo- 
rithm, editorial (Pearle), 1280 
shock wave lithotripsy of upper urinary tract calculi in patients 
with cystectomy and urinary diversion (El-Assmy et al), 
170 
shock wave lithotripsy success and skin-to-stone distance on CT 
(Pareek et al), 146 
stressful life events and painful recurrent colic of renal lithiasis 
(Diniz et al), 2483 
editorial comment on (Hosking), 2487 
Renal cell carcinoma (RCC) 
activating mutations of Gsa in (Kalfa et al), 891 
angiomyolipoma with minimal fat: helical CT differentiation from 
RCC (Kim et al), 509 
antitumor effects of aminobisphosphonates in RCC cell lines 
(Pandha et al), 2255 
associated with end stage renal disease (Petrolla et al), 345 
Children’s Hospital Boston experience (Estrada et al), 1621, 2241 
clinical and pathological stage discrepancy and survival in 
(Svatek et al), 1321 
editorial comment on (Chang), 1325 
clinicopathologic and molecular correlations of necrosis in pri- 
mary tumor (Lam et al), 2424 
collecting duct (Bellini duct) RCC in Japan (Tokuda et al), 40 
editorial comment on (Linehan), 43 
costimulatory molecule B7-H1 in clear cell RCC (Thompson et al), 
2423 
CXCR2/CXCR2 ligand biological axis in (Mestas et al), 405 
differentiation from atypical angiomyolipoma in tuberous sclero- 
sis (Patel et al), 1018 
epidemiology, review article (Lipworth et al), 2353 
extranodal extension in regional lymph nodes and RCC outcome 
(Dimashkieh et al), 1978 
editorial comment on (Taneja), 1982 
fatty acid binding proteins as markers in (Seliger et al), 58 
gene signatures of progression and metastasis (Jones et al), 405 
histological and molecular analysis of needle biopsy specimens of 
renal tumors (Barocas et al), 1957 
histopathological features of small renal tumors (Remzi et al), 
896 
laparoscopy diffusion for (Miller et al), 1102 
editorial comment on (Okeke and Kavoussi), 1106 
leptin and invasion of (Horiguchi et al), 1631 
localized, percutaneous CT guided cryoablation for (Permpongko- 
sol et al), 1963 
editorial comment on (Palese), 1968 
reply by authors, 1968 
macroscopic tumor necrosis as prognostic indicator for (Lee et al), 
1332 
editorial comment on (Inman and Leibovich), 1337 
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management of small renal cancers, editorial (Fisher), 1907 
metastatic 
metastasectomy in advanced urological malignancies, review 
article (Rasco et al), 1921 
nephron sparing surgery for (Krambeck et al), 1990 
editorial comment on (Rini), 1995 
reply by authors, 1995 
serum bone turnover markers in (Jung et al), 1326 
MRI-guided percutaneous radiofrequency ablation of (Boss et al), 
951 
nicotinamide N-methyltransferase as marker for (Sartini et al), 
2248 
outcomes of positive surgical parenchymal margin after laparo- 
scopic partial nephrectomy (Permpongkosol et al), 2401 
PDGF-D/PDGF receptor B signaling and RCC progression in 
mouse model (Xu et al), 406 
percutaneous ablation of masses with nondiagnostic pre-ablation 
pathological findings (Permpongkosol et al), 463 
editorial comment on (Russo), 467 
reply by authors, 467 
proposed revision of TNM classification in (Ficarra et al), 505 
retroviral transfer of T cell receptor genes in RCC (Engels et al), 
405 
second primary malignancies associated with RCC histological 
subtypes (Thompson et al), 900 
editorial comment on (Flanigan), 903 
survival after laparoscopic vs open partial nephrectomy for 
T,N >M, RCC (Permpongkosol et al), 1984 
editorial comments on (Sengupta and Zincke; Savage; Russo), 
1988 
treatment with combination of bevacizumab and erlotinib (Hains- 
worth et al), 836 
variability in small renal mass size on CT (Punnen et al), 2386 
editorial comment on (Turk), 2390 
venacavoscopy during nephrectomy for RCC with inferior vena 
caval thrombus (Lowentritt et al), 468 
WX-G250 and IL-2 pulsing scheme in, letter (Doehn), 1687 
Renal failure 
acute, pathophysiology of (Lameire), 598 
agreement between two methods of GFR estimation (Garcia- 
Naveiro et al), 1518 
attitudes of minority patients with end-stage renal disease re- 
garding ABO-incompatible list-paired exchanges (Acker- 
man), 271 
quality of life and estimates of utility in-chronic kidney disease 
(Gorodetskaya et al), 1565 
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percutaneous nephrolithotomy: burden or opportunity, editorial 
(Lingeman), 14 
percutaneous nephrolithotomy vs shock wave lithotripsy in chil- 
dren (Shokeir et al), 706 
Phyllanthus niruri and efficacy of extracorporeal shock wave 
lithotripsy for renal stones (Micali et al), 1020 
pre-shock wave lithotripsy stenting for ureteral stones with hy- 
dronephrosis (E]-Assmy et al), 2059 
editorial comment on (Lesperance), 2062 
reply by authors, 2062 
pyridoxamine lowers kidney crystals in experimental hyperoxalu- 
ria (Chetyrkin et al), 604 
regionalization of percutaneous nephrolithotomy (Morris et al), 
242 
editorial comment on (Newman), 246 
renal function in nephrolithiasis (Worcester et al), 600 
editorial comment on (Pearle), 603 
renal stone risk in microgravity environment (Monga et al), 127 
retrograde proximal rigid ureteroscopy and pyeloscopy in chil- 
dren (Lesani and Palmer), 1570 
safety and efficacy of fibrin sealant in tubeless percutaneous 
nephrolithotomy (Shah et al), 2488 
editorial comment on (Uribe), 2492 
reply by authors, 2492 


Samuel Pepys: lithotomy in 17th century England, letter (Ka- 


vanagh), 1687 
shock wave lithotripsy for large ureterai stones using HM3 litho- 
triptor (Halachmi et al), 1449 
editorial comment on (Nakada), 1452 
reply by authors, 1452 
shock wave lithotripsy for upper tract stones: refining the algo- 
rithm, editorial (Pearle), 1280 
shock wave lithotripsy of upper urinary tract calculi in patients 
with cystectomy and urinary diversion (El-Assmy et al), 
170 
shock wave lithotripsy success and skin-to-stone distance on CT 
(Pareek et al), 146 
stressful life events and painful recurrent colic of renal lithiasis 
(Diniz et al), 2483 
editorial comment on (Hosking), 2487 
urinary metabolic evaluations in normal and stone forming chil- 
-dren (DeFoor et al), 1793 
variation in acoustic output of electromagnetic lithotriptor (Pish- 
chalnikov et al), 2294 
Stressful life events, and painful recurrent colic of renal lithiasis 
(Diniz et al), 2483 
editorial comment on (Hosking), 2487 
Surgical flaps ‘ 
double dartos flaps in tubularized incised plate hypospadias re- 
pair (Kamal), 623 
phalloplasty with free fibular flap sine fibula (Dabernig et al), 
2085 
rotational flap techniques for fashioning the Firlit preputial collar 
(Redman), 715 
tunica vaginalis flap for post-Snodgrass fistula (Routh et al), 1578 
editorial comments on (Borer; Palmer; Belman), 1581 
Surgical margins 
frozen section examination of ureteral margins during cystectomy 
for bladder cancer (Schumacher et al), 2409 
editorial comment on (Donat), 2413 
hand-assisted laparoscopic nephroureterectomy: technique, mar- 
gin status, and surgical outcomes (Brown et al), 506 
outcomes of positive surgical parenchymal margin after laparo- 
scopic partial nephrectomy for RCC (Permpongkosol et al), 
2401 
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T cells 
enhancement of vaccine-mediated antitumor immunity after de- 
pletion of regulatory T cells (Dannull et al), 837 
retroviral transfer of T cell receptor genes in RCC (Engels et al), 
405 
Tadalafil 
for ED, endothelial function after (Foresta et al), 685 
PDE5 inhibitors’ duration of response in treatment of ED (Dunn 
et al), 2150 
Tamsulosin 
vs alfuzosin effects on ejaculatory function (Hellstrom and Sikka), 
1529 
intraoperative floppy iris syndrome and (Lawrentschuk and 
Bylsma), 2121 
and sildenafil effects on hemodynamics in BPH (Nieminen et al), 
2551 
simultaneous administration with vardenafil in BPH (Auerbach 
et al), 2122 
TCC. See Transitional cell carcinoma 
Technology and equipment. See also Assisted reproductive tech- 
nologies 
anal plug for fecal incontinence in children with spina bifida or 
anal atresia (Van Winckel et al), 342 
daytime alarm for children with incontinence (Van Laecke et al), 325 
differential response of arteries and veins to bipolar vessel seal- 
ing (Richter et al), 2742 
durability of flexible ureteroscopes (Monga et al), 137 
frequency of ureteroscope damage at a tertiary care center (Carey 
et al), 607 
editorial comment on (Pietrow), 610 
hydrophilic-coated catheters reduce urethral micro trauma 
(Stensballe et al), 1447 
hydrophilic-coated urinary catheters reduce UTI risk in spinal 
cord injured patients (De Ridder et al), 1447 
Max Nitze, the cystoscope and urology (Herr), 1313 
risk of infection with antibiotic coated penile prosthesis at device 
replacement for mechanical failure (Abouassaly et al), 
2471 
variation in acoustic output of electromagnetic lithotriptor (Pish- 
chalnikov et al), 2294 
Tension-free vaginal tape 
in idiopathic detrusor overactivity and stress incontinence (Duck- 
ett and Tamilselvi), 1508 
outcome in mixed and stress urinary incontinence (Holmgren et 
al), 1507 
Teratoma 
CT diagnosis of urachal cyst harboring (Lang et al), 1623 
retroperitoneal, prediction in men undergoing post-chemotherapy 
retroperitoneal lymph node dissection (Carver et al), 100 
editorial comment on (DeWolf), 103 
reply by authors, 104 
testicular and paratesticular neoplasms in prepubertal males, 
review articles (Agarwal and Palmer), 875 
Terazosin, effect on functional bladder outlet obstruction in women 
(Kessler et al), 1487 
Testicular torsion 
detection of apoptotic cells in testis using fluorescence labeled 
annexin V in mouse (Yang et al), 830 
testicular fixation following torsion of spermatic cord 
letter (Kaplan), 413 
letter (Redman), 843 
Testicular tumors 
adjunctive nephrectomy at retroperitoneal lymph node dissection 
for nonseminomatous germ cell testicular cancer (Stephen- 
son et al), 1996 
editorial comment on (Dahm), 1999 
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chylous ascites after post-chemotherapy retroperitoneal lymph 
node dissection (Evans et al), 1463 
enucleation for prepubertal Leydig cell tumor (Henderson et al), 
703 
FDG PET vs CT to predict viable tumor in post-chemotherapy 
seminoma residuals (Becherer et al), 110 
long-term followup and clinical characteristics of Leydig cell tu- 
mor (Carmignani et al), 2040 
editorial comment on (Diamond), 2043 
long-term risk of cardiovascular disease in testicular cancer sur- 
vivors (van den Belt-Dusebout et al), 2048 
management and outcome of bilateral testicular germ cell tumors 
(Hentrich et al), 1000 
management of nonpalpable incidental testicular masses (Powell 
and Tarter), 96 
editorial comments on (Foster; Schlegel), 99 
metastasectomy in advanced urological malignancies, review ar- 
ticle (Rasco et al), 1921 
no predictive value of B-hCG in stage I seminoma (Bruns et al), 
585 
radiotherapy vs single-dose carboplatin in stage I seminoma (Ol- 
iver et al), 584 
risk-adapted management of stage I seminoma (Aparicio et al), 
1440 
screening for testicular cancer (Calonge), 1135 
surveillance of clinical stage I nonseminomatous germ cell tu- 
mors (Divrik et al), 1424 
editorial comments on (Foster; Stephenson and Klein), 1429 
testicular and paratesticular neoplasms in prepubertal males, 
review articles (Agarwal and Palmer), 875 
Testis 
benign cystic lesions of rete testes (Easley and MacLennan), 1622 
clinical and sonographic criteria of acute scrotum in children 
(Karmazyn et al), 311 
cryptorchidism and fertility potential affected by maternal smok- 
ing during pregnancy (Thorup et al), 734 
failed shortening and inversion of perinatal gubernaculum in 
cryptorchid rat (Barthold et al), 1612 
insulin-like 3 over expression and cryptorchidism in Gnrhr or 
Hox10 deficient mice (Feng et al), 399 
lipid peroxidation and testicular ischemia-reperfusion injury (An- 
tonuccio et al), 1666 
multifocal testicular sperm extraction vs multifocal testicular 
sperm aspiration (Hauser et al), 1551 
orchiopexy practice patterns in New York State (Capello et al), 
3421180 
testicular vasculitis (Nigro et al), 2682 
Testosterone 
age adjusted free testosterone levels and poorly differentiated 
prostate cancer, letter (Morales), 2746 
reply by authors, 2746 
age-related depletion in patients with ED (El-Sakka and Has- 
soba), 2589 
age related testosterone decrease in obese men with metabolic 
syndrome (Kaplan et al), 1524 
editorial comment on (Rajfer), 1527 
reply by authors, 1528 
and ED recovery after radiotherapy and LHRH agonists (Wilke et 
al), 2466 
and estradiol among older men (Orwoll et al), 238 
free testosterone, BMD and fractures in elderly men (Mellstrom 
et al), 686 
meta-analysis of adverse events with testosterone replacement in 
middle-aged and older men (Calof et al), 239 
pharmacokinetics of testosterone gel in postmenopausal women 
(Singh et al), 2149 
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practice guideline for testosterone therapy in adult men with 
androgen deficiency (Bhasin et al), 2149 
relationship between sex hormones and ED (Kupelian et al), 2584 
subcutaneous etonogestrel implants with injectable testosterone 
decanoate as male contraceptive (Brady et al), 689 
testosterone patch for hypoactive sexual desire disorder in surgi- 
cally menopausal women (Davis et al), 2149 
Tethered cord syndrome 
occult, treatment for neurogenic bladder (Metcalfe et al), 1826 
editorial comment on (Wiener), 1830 
reply by authors, 1830 
outcome of release for occult spinal dysraphism (Guerra et al), 
1729 
secondary untethering surgery and neurogenic bladder prognosis 
in myelomeningocele (Tarcan et al), 1601 (erratum, 2749) 
editorial comment on (Kurzrock), 1606 
THC. See Delta-9-tetrahydrocannabinol 
Thrombin injection, for pseudoaneurysm after rupture of renal 
angiomyolipoma in tuberous sclerosis (Corso et al), 58 
Thrombosis, subcutaneous penile vein (Al-Mwalad et al), 2523 
Tibial nerve stimulation, percutaneous, quality of life and void- 
ing variables in patients treated with (van der Pal et al), 
2120 
Tissue adhesives : 
hemostatic agents and sealants, review article (Hong and Lough- 
lin), 2367 
safety and efficacy of fibrin sealant in tubeless percutaneous 
nephrolithotomy (Shah et al), 2488 
editorial comment on (Uribe), 2492 
reply by authors, 2492 
TNF. See Tumor necrosis factor 
Tolterodine 
safety and tolerability for overactive bladder in men, letter 
(Schaefer), 2311 
reply by authors, 2312 
3-day and 7-day entries in bladder-health diaries (Dmochowski et 
al), 672 
Toremifene, for prostate cancer prevention in men with high grade 
PIN (Price et al), 965 
editorial comment on (Kawashima), 970 
reply by authors, 970 
TP53 
bladder tumor molecular profiling based on FGFR3 and TP53 
mutations (Lamy et al), 2686 
molecular signatures for predicting bladder cancer prognosis, 
editorial (Lokeshwar), 2347 
Transforming growth factor-f1, sex differences and role of sex 
steroids in renal injury, review article (Metcalfe and Mel- 
drum), 15 
Transient receptor potential vanilloid receptor subtype 1, in 
painful bladder syndrome (Mukerji et al), 797 
Transitional cell carcinoma (TCC) 
of bladder 
advanced, innovative strategies for (Pollera and Nelli), 836 
[*'C]-choline PET/CT in preoperative staging (Gofrit et al), 940 
editorial comment on (Bochner), 944 
frozen section examination of ureteral margins during cystec- 
tomy for (Schumacher et al), 2409 
editorial comment on (Donat), 2413 
intravesical gemcitabine treatment of Ta-T1 TCC (Serretta et 
al), 60 
outcomes after cystectomy only for (Hautmann et al), 486 
editorial comment on (Lerner), 491 
outcomes of radical cystectomy (Shariat et al), 2414 
editorial comment on (Cookson), 2422 
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prognostic nomogram for cancer recurrence after cystectomy 
(Karakiewicz et al), 1354 
editorial comment on (Droller), 1361 
reply by authors, 1362 
superficial and deep muscle invasion in pathological staging 
after cystectomy for (Yu et al), 493 
editorial comment on (Steinberg), 498 
of upper urinary tract 
outcome of patients on dialysis with (Wu et al), 477 
prognostic significance of bladder tumor history and location in 
(Akdogan et al), 48 
tumor lymphangiogenesis in (Miyata et al), 348 
tumor necrosis as prognostic factor in (Langner et al), 910 
editorial comment on (Olumi), 913 
reply by authors, 914 
Transplantation 
ACE inhibitor or angiotensin II type 1 receptor antagonist ther- 
apy after renal transplantation (Heinze et al), 2130 
allocation of organs donated by altruistic strangers (Steinberg), 
2582 
attitudes of minority patients with end-stage renal disease re- 
garding ABO-incompatible list-paired exchanges (Acker- 
man), 271 
first human renal transplants (Barry and Murray), 888 
frequency and nocturia after renal transplantation (Zermann et 
al), 1063 
impact of accepting living kidney donors with mild hypertension 
or proteinuria on transplantation rates (Karpinski et al), 
2582 
kidney transplantation in children 15 kg or less (Mickelson et al), 
1797 
kidney transplantation into bladder augmentation or urinary 
diversion (Rigamonti et al), 626 
long-term outcome of renal transplant from older donors (Re- 
muzzi et al), 2187 
mathematical nomogram to predict delayed renal graft function 
(Grossberg et al), 2131 
multidetector CT angiography before donor nephrectomy 
(Schlunt et al), 2576 
editorial comment on (McLorie), 2581 
organ exchanges: fairness to O-blood group (Veatch), 271 
outcome of cadaveric renal transplant after lymphocele treatment 
(Smyth et al), 1069 
redo ureteroneocystostomy for reflux after pediatric renal trans- 
plant (Krishnan et al), 1582 
editorial comment on (Barry), 1587 
relative roles for list paired exchange, live donor paired exchange 
and desensitization (Segev et al), 272 
in reply: ABO-incompatible list-paired exchanges including an O 
recipient cannot be ethically justified (Ross et al), 271 
sexual health after orthotopic liver transplantation (Ho et al), 
2606 
sildenafil for ED in renal allograft recipients (Sharma et al), 2607 
ureteral strictures after laparoscopic donor nephrectomy (Breda 
et al), 1065 
Transsexualism, phalloplasty with free fibular flap sine fibula 
(Dabernig et al), 2085 
Transurethral resection of bladder tumors (TURBT) 
restaging, and response to BCG 
letter (Palou et al), 407 
reply by authors, 407 
risk factors for adverse outcomes after (Hollenbeck et al), 2006 
for T1 cancer, radiochemotherapy after (Weiss et al), 2426 
Transurethral resection of prostate (TURP) 
comparison of BPH treatments (Gupta et al), 1511 


COX-2 inhibitor to prevent urethral strictures after (Sciarra et 
al), 168 
detrusor quantitative morphometry in obstructed males (Collado 
et al), 2722 
informed vs uninformed consent for prostate surgery: value of 
electronic consents (Issa et al), 694 
editorial comment on (Hanno), 699 
outcome and cost analysis of BPH treatments (Stovsky et al), 
1500 
vs PlasmaKinetic® vaporization of prostate (Hon et al), 205 
prognostic factors for localized prostate carcinoma incidentally 
discovered at (Abaza et al), 2701 
radical prostatectomy after previous prostate surgery (Colombo 
et al), 2459 
editorial comment on (Marberger), 2463 
reply by authors, 2463 


Trauma 


abdominal CT in patients with abdominal gunshot wounds 
(Velmahos et al), 2524 

delayed diagnosis of traumatic ureteral injuries (Kunkle et al), 
2503 

individualizing the approach to urological trauma, editorial 
(Stage), 2349 

laparoscopic ureteroneocystostomy for distal ureteral injuries 
(Modi et al), 1031 

nonoperative management of urinary extravasation after renal 
lacerations from external trauma (Alsikafi et al), 2494 

renal, literature support for expectant management (Santucci 
and Fisher), 1030 

renal contusion (Lang et al), 2246 

risk/benefit of intravenous contrast in trauma patients with ele- 
vated serum creatinine (Tremblay et al), 2525 

selective management of isolated and nonisolated grade IV renal 
injuries (Buckley et al), 2498 

editorial comment on (Spirnak), 2502 


Trichomonas vaginalis antibodies, prostate cancer risk and 


(Sutcliffe et al), 1438 


Tuberous sclerosis 


differentiation of RCC from atypical angiomyolipoma in (Patel et 
al), 1018 

thrombin injection for pseudoaneurysm after rupture of renal 
angiomyolipoma in (Corso et al), 58 


Tumor markers 


bladder tumor markers, letter (Pitts), 2308 
reply by authors, 2308 

costimulatory molecule B7-H1 in clear cell RCC (Thompson et al), 
2423 

direct cancer tissue proteomics (Hwang et al), 2741 

expression of tumor antigens MAGE-A1, MAGE-A3/4, and NY- 
ESO-1 in cancerous and benign prostatic tissue (Hudolin et 
al), 2573 

fatty acid binding proteins as markers in RCC (Seliger et al), 58 

nicotinamide N-methyltransferase as marker for RCC (Sartini et 
al), 2248 

no predictive value of B-hCG in stage I seminoma (Bruns et al), 
585 

nuclear matrix protein 22 variability in bladder cancer detection 
(Shariat et al), 919 

editorial comment on (Lokeshwar), 926 

prostatic fluid citrate concentrations in prostate cancer detection 
(Kline et al), 2274 

PSA (See Prostate specific antigen) 

serum bone turnover markers in metastatic RCC (Jung et al), 
1326 
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Tumor necrosis 
clinicopathologic and molecular correlations of necrosis in pri- 
mary tumor in RCC (Lam et al), 2424 
macroscopic tumor necrosis as prognostic indicator for RCC (Lee 
et al), 1332 
editorial comment on (Inman and Leibovich), 1337 
as prognostic factor in TCC of upper urinary tract (Langner et al), 
910 
Tumor necrosis factor (TNF) 
histone deacetylase inhibitors and TNF-related apoptosis in blad- 
der tumor cells (Earel et al), 1686 
sex differences and role of sex steroids in renal injury, review 
article (Metcalfe and Meldrum), 15 
TURBT. See Transurethral resection of bladder tumors 
TURP. See Transurethral resection of prostate 
Ultrasonography 
clinical and sonographic criteria of acute scrotum in children 
(Karmazyn et al), 311 
color Doppler, location of bulbourethral artery (Kishore et al), 167 
color Doppler ultrasound for prediction of varicocelectomy out- 
come (Hussein), 2141 
Doppler ultrasonography to determine surgical approach to pedi- 
atric varicocele (Cimador et al), 2679 
fetal renal pelvic dilatation can identify obstructive postnatal 
hydronephrosis (Coplen et al), 724 
editorial comment on (Mesrobian), 727 
intralesional treatment for Peyronie’s disease (Hellstrom et al), 
394 
management of nonpalpable incidental testicular masses (Powell 
and Tarter), 96 
editorial comments on (Foster; Schlegel), 99 
natural history of multicystic dysplastic kidney (Onal and 
Kogan), 1607 
noninvasive methods of diagnosing bladder outlet obstruction in 
men. 1: nonurodynamic approach, review article (Belal and 
Abrams), 22 
noninvasive methods of diagnosing bladder outlet obstruction in 
men. 2: noninvasive urodynamics and combination of mea- 
sures, review article (Belal and Abrams), 29 
prenatal, in earlier detection and repair of ureteropelvic junction 
obstruction, letter (Nelson), 840 
reply by authors, 840 
for radio frequency ablation of canine prostates (Liu et al), 1654 
resistance index in BPH using power Doppler imaging and clin- 
ical outcomes after transurethral vaporization of prostate 
(Tsuru et al), 675 
transabdominal, for assessment of normative pelvic floor param- 
eters in children (Bower et al), 337 
ultrasound alterations of preprostatic sphincter and symptoms in 
chronic prostatitis-chronic pelvic pain syndrome (Della- 
bella et al), 112 
Urachal cyst, harboring teratoma, CT diagnosis (Lang et al), 1623 
Ureter 
angiotensin receptor blockade decreases fibrosis and fibroblast 
expression in ureteral obstruction in rat (Kellner et al), 806 
delayed diagnosis of traumatic injuries of (Kunkle et al), 2503 
frozen section examination of ureteral margins during cystectomy 
for TCC of bladder (Schumacher et al), 2409 
editorial comment on (Donat), 2413 
global gene expression patterns in mouse wolffian duct develop- 
ment (Mingin et al), 1701 
holmium laser endoureterotomy for benign ureteral strictures 
(Lane et al), 2070 
individualizing the approach to urological trauma, editorial 
(Stage), 2349 


laparoscopic transvesical ureteral reimplantation (Kutikov et al), 
2222 
editorial comment on (Franco), 2225 
reply by authors, 2225 
laparoscopic ureteroneocystostomy for distal ureteral injuries 
(Modi et al), 1031 
postoperative ureteral obstruction after subureteral injection of 
dextranomer/hyaluronic acid (Vandersteen et al), 1593 
postoperatively detected iatrogenic lower ureteral injury (Paick 
et al), 1030 
salvage extravesical ureteral reimplantation after failed endo- 
scopic surgery for VUR (Elmore et al), 1158 
structural changes of intravesical ureter in VUR (Schwentner et 
al), 2212 
ureteral reimplantation with extracorporeal tailoring for megau- 
reter (Ansari et al), 2640 
ureteral replacement using Yang-Monti procedure (Castellan and 
Gosalbez), 2523 
ureteral strictures after laparoscopic donor nephrectomy (Breda 
et al), 1065 
ureterocystoplasty: videourodynamic assessment (Podesta et al), 1721 
use of bowel for ureteral replacement for ureteral reconstruction 
letter (Heesakkers), 2310 
reply by authors, 2310 
letter (Matlaga et al), 410 
reply by authors, 411 


Ureteral calculi. See also Stone disease 


pre-shock wave lithotripsy stenting for ureteral stones with hy- 
dronephrosis (El-Assmy et al), 2059 
editorial comment on (Lesperance), 2062 
reply by authors, 2062 
shock wave lithotripsy for large ureteral stones using HM litho- 
triptor (Halachmi et al), 1449 
editorial comment on (Nakada), 1452 
reply by authors, 1452 
shock wave lithotripsy for upper tract stones: refining the algo- 
rithm, editorial (Pearle), 1280 


Ureterocele 


surgical practice patterns in endoscopic management of (Byun 
and Merguerian), 1871 
editorial comment on (Smith), 1877 


Ureterointestinal strictures, after cystectomy, endoscopic man- 


agement (Kurzer and Leveillee), 170 


Ureteroneocystostomy 


failed, endoscopic injection of dextranomer/hyaluronic acid to cor- 
rect VUR after (Kitchens et al), 1861 
laparoscopic, for distal ureteral injuries (Modi et al), 1031 
redo, for reflux after pediatric renal transplant (Krishnan et al), 
1582 
editorial comment on (Barry), 1587 


Ureteropelvic junction obstruction 


adult, multidetector row CT in (Lawler et al), 2574 
congenital 
markers of interstitial nephropathy in (Murer et al), 2668 
editorial comments on (Macedo; Mesrobian), 2673 
smooth muscle cell apoptosis and defective neural development 
in (Kajbafzadeh et al), 718 
editorial comment on (Radmayr), 723 
reply by authors, 723 
laparoscopy vs dorsal lumbotomy for repair of (Troxel et al), 1073 
management in adults, editorial (Winfield), 866 
MR urography in hydronephrosis evaluation (McDaniel et al), 
2242 
prenatal ultrasound in earlier detection and repair, letter (Nel- 
son), 840 
reply by authors, 840 
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retroperitoneal laparoscopy vs open dismembered pyeloplasty for 
(Zhang et al), 1077 
transmesenteric laparoscopic pyeloplasty for (Romero et al), 2526 
Ureteroscopy 
durability of flexible ureteroscopes (Monga et al), 137 
frequency of ureteroscope damage at a tertiary care center (Carey 
et al), 607 
editorial comment on (Pietrow), 610 
hydrodilation of ureteral orifice in children for ureteroscopic ac- 
cess (Soygur et al), 285 
editorial comment on (Palmer), 287 
reply by authors, 287 
retrograde proximal rigid ureteroscopy and pyeloscopy in chil- 
dren (Lesani and Palmer), 1570 
semirigid, aided by external lower-abdominal pressure (Dagnone 
et al), 2071 
Ureterostomy 
postoperatively detected iatrogenic lower ureteral injury (Paick 
et al), 1030 
ureteral reimplantation with extracorporeal tailoring for mega- 
ureter (Ansari et al), 2640 
Urethra 
anatomy and embryology of posterior urethral valves, letter (De- 
wan), 2313 
reply by authors, 2313 
bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
effect of different sized transurethral catheters on pressure-flow 
studies in women (Scaldazza and Morosetti), 2567 
feeling good in daily life with posterior urethral valves (Hellstrém 
et al), 1742 
hydrophilic-coated catheters reduce urethral micro trauma 
(Stensballe et al), 1447 
in hypospadias (See Hypospadias) 
impact of late presentation of posterior urethral valves on bladder 
and renal function, letter (Dewan), 2748 
reply by authors, 2748 
method to assess posterior urethral valve ablation (Hani et al), 
303 
miniature intravesical urethral lengthening for pediatric neuro- 
genic urinary incontinence (Canales et al), 2663 
editorial comment on (Salle), 2666 
myogenic bladder decompensation in boys with history of poste- 
rior urethral valves (Androulakakis et al), 1184 
periurethral injection of sustained release basic FGF improves 
contractility of rat urethra (Takahashi et al), 819 
pig striated urethral sphincter and sphincter insufficiency treat- 
ments (Zini et al}, 2729 
Q-tip test and voiding cystourethrogram to assess urethral hy- 
permobility in stress urinary incontinence (Walsh et al), 
646 
editorial comment on (Daneshgari), 650 
severe urethral complications of prostate cancer therapy (Elliott 
et al), 2508 
surgical approaches for posterior urethral distraction defects in 
boys (Zhang et al), 292 
editorial comment on (Hanna), 295 
ultrasound alterations of preprostatic sphincter and symptoms in 
chronic prostatitis-chronic pelvic pain syndrome (Della- 
bella et al), 112 
urethral closure mechanisms in rat birth trauma model (Kamo et 
al), 2711 
urethral dilation for neurogenic bladder (Kiddoo et al), 1831 
editorial comment on (Kaplan), 1834 
reply by authors, i834 


urethroplasty for complex posterior urethral disruptions (Pratap 
et al), 2514 
editorial comment on (Barbagli), 2517 
Urethral strictures 
anastomotic fibrous ring and stricture recurrence after urethro- 
plasty (Barbagli et al), 614 
editorial comment on (Armenakas), 619 
female 
dorsal buccal mucosal graft for (Migliari et al), 1473 
dorsal graft urethroplasty for (Tsivian et al), 611 
editorial comment on (Angermeier), 613 
severe urethral complications of prostate cancer therapy (Elliott 
et al), 2508 
surgical approaches for posterior urethral distraction defects in 
boys (Zhang et al), 292 
editorial comment on (Hanna), 295 
after TURP, COX-2 inhibitor in prevention of (Sciarra et al), 168 
urethrotomy for short penile urethral strictures after hypospa- 
dias repair (Husmann and Rathbun), 1738 
Urethroplasty 
anastomotic fibrous ring and stricture recurrence after (Barbagli 
et al), 614 
editorial comment on (Armenakas), 619 
combined abdominal transpubic perineal, for complex posterior 
urethral disruptions (Pratap et al), 2514 
editorial comment on (Barbagli), 2517 
dorsal graft, for female urethral stricture (Tsivian et al), 611 
editorial comment on (Angermeier), 613 
double dartos flaps in tubularized incised plate hypospadias re- 
pair (Kamal), 623 
minimal impact urethroplasty allows same-day surgery (Mac- 
Donald et al), 169 
oral mucosa graft 
donor site intraoral morbidity (Jang et al), 622 
donor site morbidity: lower lip or inner cheek? (Kamp et al), 
622 
for female urethral strictures (Migliari et al), 1473 
for hypospadias, sexual function after (Nelson et al), 623 
Urinary calculi. See Stone disease 
Urinary catheterization 
antimicrobial urinary catheters to prevent catheter-associated 
UTI in hospitalized patients (Johnson et al), 125 
continent catheterizable channels and complication timing 
(Thomas et al), 1816 
editorial comment on (Macedo), 1820 
effect of different sized transurethral catheters on pressure-flow 
studies in women (Scaldazza and Morosetti), 2567 
hydrophilic-coated catheters reduce urethral micro trauma 
(Stensballe et al), 1447 
hydrophilic-coated catheters reduce UTI risk in spinal cord in- 
jured patients (De Ridder et al), 1447 
long-term urinary catheters colonized with Proteus species 
(Mathur et al), 125 
Urinary cytopathology, editorial (Murphy), 2343 
Urinary diversion 
abnormal urine cytology of ileal conduit attributed to adenovirus 
(Zaharopoulos), 2482 
assessing experience in urologic residency programs (Chang et 
al), 691 
complications after cystectomy and urinary diversion in patients 
previously treated for prostate cancer (Tolhurst et al), 1479 
conversion from colonic conduit into recto-sigmoid pouch (Pa- 
hernik et al), 625 
intussuscepted ileal nipple and embedded appendix as continence 
mechanisms with cutaneous ileocecal pouch (Wiesner et 
al), 155 
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editorial comment on (Studer), 159 
reply by authors, 160 
kidney transplantation into bladder augmentation or (Rigamonti 
et al), 626 
Mainz pouch II, analysis of outcomes and complications (Hadzi- 
Djokic and Basic), 2092 
natural history of renal function after ileal conduit diversion for 
cancer (Samuel et al), 2518 
editorial comment on (Koch), 2522 
need for additional bladder surgery after bladder augmentation 
in childhood (Metcalfe et al), 1801 
editorial comment on (Kryger), 1805 
orthotopic neobladder 
antireflux system with direct ureteric anastomosis in patients 
with (Shaaban et al), 2091 
emptying and failure in males (Simon et al), 1468 
editorial comment on (Steinberg), 1472 
ileal low pressure, twenty years experience with (Studer et al), 
161 
ileocecal vs ileal, after cystectomy for bladder cancer (Khafagy 
et al), 1479 
in men (Koraitim et al), 2081 
persistent and occasional nocturnal enuresis in (El-Bahnasawy 
et al), 624 
postoperative resorptive and excretory capacity of (Rinnab et 
al), 625 
perioperative plan for radical cystectomy and urinary intestinal 
diversion (Maffezzini et al), 945 
editorial comment on (Steinberg), 948 
shock wave lithotripsy of upper urinary tract calculi in patients 
with cystectomy and (El-Assmy et al), 170 
simplified Indiana pouch with multiple teniamyotomies (Gallucci 
et al), 169 
supravesical, fate of leftover bladder after (Fazili et al), 620 
total continence reconstruction (Casale et al), 1712 
ureterocystoplasty: videourodynamic assessment (Podesta et al), 
1721 


Urinary extravasation, after renal lacerations from external 


trauma (Alsikafi et al), 2494 


Urinary incontinence 


abdominal sacrocolpopexy with Burch colposuspension for 
(Brubaker et al), 1059 
artificial urinary sphincter in children and adolescents without 
spina bifida (Ruiz et al), 1821 
augmentation cystoplasty at children’s hospitals in U.S. (Lend- 
vay et al), 1716 
bladder neck reconstruction for incontinence after staged exstro- 
phy/epispadias closures (DeCambre et al), 288 
botulinum-A toxin for refractory voiding dysfunction in children 
(Radojicic et al), 332 
editorial comment on (Djurhuus), 336 
botulinum-A toxin in incontinent children with therapy resistant 
overactive detrusor (Hoebeke et al), 328 
botulinum-A toxin injections in detrusor muscle for overactive 
bladder refractory to anticholinergics (Schmid et al), 177 
calcification of collagen in bladder neck injections in incontinent 
children (Knudson et al), 1143 
editorial comment on (Shortliffe), 1146 
continent catheterizable channels and complication timing 
(Thomas et al), 1816 
editorial comment on (Macedo), 1820 
costs among female Medicare beneficiaries (Anger et al), 247 
editorial comment on (Evans), 251 
reply by authors, 251 
daytime alarm for children with (Van Laecke et al), 325 
depression in women with (Vigod and Stewart), 2121 
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determining importance of change in Overactive Bladder Ques- 
tionnaire (Coyne et al), 627 
editorial comment on (Brubaker), 632 
effect of pregnancy and mode of delivery on prevalence (McKinnie 
et al), 674 
external urethral debulking and artificial urinary sphincter for 
(Rahman et al), 1477 
factors associated with incontinence frequency in stress inconti- 
nent women (Richter et al), 2568 
functional magnetic stimulation for, letter (But et al), 1257 
reply by authors, 1257 
leak point pressure study in women with (Sinha et al), 186 
editorial comment on (Appell), 188 
long-term effects of dextranomer injections for (Lottmann et al), 
1762 
lower urinary tract symptoms and pelvic floor muscle exercise 
adherence (Bo et al), 2575 
M, and M, muscarinic receptors in bladder disorders (Mukerji et 
al), 367 
multiple resiniferatoxin intravesical instillations in refractory 
detrusor overactivity (Kuo et al), 641 
neurokinin-1 receptor antagonist for overactive bladder with 
(Green et al), 2535 
editorial comment on (Chapple), 2540 ; 
nociceptin/orphanin FQ for neurogenic detrusor overactivity 
(Lazzeri et al), 2098 
normative pelvic floor parameters in children assessed by trans- 
abdominal ultrasound (Bower et al), 337 
pediatric neurogenic, miniature intravesical urethral lengthen- 
ing for (Canales et al), 2663 
editorial comment on (Salle), 2666 
periurethral collagen injection for (Poon and Zimmern), 1057 
pig striated urethral sphincter and sphincter insufficiency treat- 
ments (Zini et al), 2729 
post-prostatectomy 
age-stratified functional outcomes after laparoscopic prostatec- 
tomy (Rogers et al), 2448 
male bulbourethral sling for (Migliari et al), 2114 
editorial comment on (Comiter), 2118 
nerve sparing open radical retropubic prostatectomy and 
(Burkhard et al), 189 
ProACT adjustable continence therapy system for (Gregori et 
al), 2109 
editorial comment on (Gajewski), 2113 
reply by authors, 2113 
prevalence among community dwelling men (Anger et al), 2103 
editorial comment on (Johnson), 2108 
Q-tip test and voiding cystourethrogram to assess urethral hy- 
permobility in (Walsh et al), 646 
editorial comment on (Daneshgari), 650 
quality of life and voiding variables in patients treated with 
percutaneous tibial nerve stimulation (van der Pal et al), 
2120 
quality of life measures in treatment trials for women (Ross et al), 
2119 
risk factors for recurrent stress urinary incontinence (Daneshgari 
et al), 1493 
sacral neuromodulation for 
in children (Humphreys et al), 2227 
intractable urge incontinence (Amundsen et al), 211 
refractory urge incontinence (Latini et al), 2120 
slings for 
autologous fascial sling vs polypropylene tape, letter (Gold- 
man), 411 re 
reply by authors, 412 
completely dry rate with (Kobashi and Govier), 672 
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complications of SPARC sling (Hodroff et al), 2090 
male bulbourethral sling after prostatectomy (Migliari et al), 
2114 
editorial comment on (Comiter), 2118 
male perineal sling (Comiter), 673 
voiding dysfunction after removal of eroded synthetic mid ure- 
thral slings (Starkman et al), 1040 (retraction, 2749) 
tension-free vaginal tape for 
in idiopathic detrusor overactivity and stress incontinence 
(Duckett and Tamilselvi), 1508 
outcome in mixed and stress urinary incontinence (Holmgren 
et al), 1507 
time dependent changes in diabetic cystopathy in rats (Danesha- 
gari et al), 380 
urethral closure mechanisms in rat birth trauma: model (Kamo et 
al), 2711 
urgency is core symptom of female overactive bladder syndrome 
(Hung et al), 636 
vaginal erosions associated with Mentor ObTape™ (Yamada et 
al), 651 
what is a clinician to do—believe the patient or her urinary 
diary? (Kenton et al), 633 
editorial comment on (Ghoniem), 635 
in women (Norton and Brubaker), 2119 
Urinary retention 
alfuzosin response predicts urinary retention and BPH-related 
surgery (Emberton et al), 1051 
detrusor quantitative morphometry in obstructed males (Collado 
et al), 2722 
economic impact of alfuzosin 10 mg once daily for acute urinary 
retention in UK (Annemans et al), 273 
incidence of primary and recurrent acute urinary retention in 
England, 1998-2003 (Cathcart et al), 200 
editorial comment on (McNeill), 204 
occult dysautonomia in women with Fowler’s syndrome (Am- 
arenco et al), 1509 
once daily alfuzosin treatment for (McNeill et al), 1062 
risk of prostatic surgery in BPH and (Souverein et al), 1062 
in women (Kavia et al), 1508 
Urinary tract infection (UTI) 
asymptomatic bacteriuria Escherichia coli strain 83972 in urine 
(Roos et al), 1448 
compliance with guidelines for medical care of first UTIs in in- 
fants (Cohen et al), 2243 
hydrophilic-coated urinary catheters reduce UTI risk in spinal 
cord injured patients (De Ridder et al), 1447 
initial renal and bladder function and outcome of VUR in children 
(Yeung et al), 1152 ‘ 
editorial comment on (Peters), 1156 
minimum inhibitory, mutant prevention and minimum bacteri- 
cidal concentrations of ciprofloxacin, levofloxacin and 
garenoxacin against enteric gram-negative UTI pathogens 
(Hansen and Blondeau), 597 
non-Escherichia coli vs Escherichia coli community-acquired UTI 
in hospitalized children (Marcus et al), 739 
pre-massage and post-massage 2-glass test vs Meares-Stamey 
4-glass test in chronic prostatitis/chronie pelvic pain syn- 
drome (Nickel et al), 119 
time to symptom relief with extended-release ciprofloxacin (Klim- 
berg et al), 598 
vaginal Lactobacillus crispatus CTV-05 adhesion and prevention 
of (Kwok et al), 2050 
editorial comment on (Reid), 2054 
reply by authors, 2054 


Urinary urgency 


as core symptom of female overactive bladder syndrome (Hung et 
al), 636 

visual analog scale questionnaire to assess quality of life and the 
International Prostate Symptom Score (Ushijima et al), 
665 


Urine samples 


gene methylation in, for prostate cancer detection (Rogers et al), 
2280 

rapid diagnosis of Brucella epididymo-orchitis by PCR in (Queipo- 
Ortufo et al), 2290 


Urodynamics 


bladder and external urethral sphincter function after prenatal 
closure of myelomeningocele (Koh et al), 2232 
of bladder outlet obstruction in women (Lemack), 2567 
bladder symptoms in prediction of detrusor overactivity, letter 
(Schaefer), 1255 
reply by authors, 1256 
cystocele reduction during urodynamic evaluation using vaginal 
gauze pack (Gilleran et al), 1507 
diagnostic criteria for female bladder outlet obstruction (Akik- 
"wala et al), 2093 
effect of different sized transurethral catheters on pressure-flow 
studies in women (Scaldazza and Morosetti), 2567 
effect of terazosin on functional bladder outlet obstruction in 
women (Kessler et al), 1487 
initial renal and bladder function and outcome of VUR in children 
(Yeung et al), 1152 
editorial comment on (Peters), 1156 
leak point pressure study in women with incontinence (Sinha et 
al), 186 
editorial comment on (Appell), 188 
long-term urodynamic follow-up of untreated detrusor underac- 
tivity in men (Thomas et al), 213 
nomogram to classify men with lower urinary tract symptoms, 
letter (Wang and Lin), 411 
reply by authors, 411 
noninvasive methods of diagnosing bladder outlet obstruction in 
men. 2: noninvasive urodynamics and combination of mea- 
sures, review article (Belal and Abrams), 29 
outcome of tethered cord release for occult spinal dysraphism 
(Guerra et al), 1729 
persistent and occasional nocturnal enuresis in orthotopic uri- 
nary diversion (El-Bahnasawy et al), 624 
reference ranges for cystographic bladder capacity in children 
(Bael et al), 1596 
for refractory nonneurogenic dysfunctional voiding in children 
(Kaufman et al), 1835 
ureterocystoplasty: videourodynamic assessment (Podesta et al), 
1721 
urodynamic effects of intravesical calcium activated potassium 
channel activator NS 309 in rats (Pandita et al), 1220 
variation in isovolumetric bladder pressure and categorization of 
obstruction according to bladder volume (Harding et al), 
172 


Urogenital abnormalities 


anal plug for fecal incontinence in children with spina bifida or 
anal atresia (Van Winckel et al), 342 : 

anterior perineal reconstruction in exstrophy-epispadias complex 
(Caione et al), 740 

artificial urinary sphincter in children and adolescents without 
spina bifida (Ruiz et al), 1821 

bladder neck reconstruction for incontinence after staged exstro- 
phy/epispadias closures (DeCambre et al), 288 

complete primary repair of cloacal exstrophy (Lee et al), 2643 
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endoscopic treatment for persisting mesonephric duct (Kajbafza- 
deh and Payabvash), 2657 
gender identity and sex-of-rearing in sexual differentiation dis- 
orders (Reiner), 1186 
gender identity in female-raised 46,XY persons with penile agen- 
esis, cloacal exstrophy of bladder, or penile ablation 
(Meyer-Bahlburg), 1619 
hypospadias (See Hypospadias) 
long-term followup after bladder neck reconstruction for bladder 
exstrophy (Burki et al), 1138 
editorial comment on (Gearhart), 1141 
MR urography in evaluation of prenatally diagnosed hydrone- 
phrosis and renal dysgenesis (McMann et al), 1786 
orchiopexy practice patterns in New York State (Capello et al), 
3421180 
partial urogenital sinus mobilization for congenital adrenal hy- 
perplasia (Braga et al), 2199 
posterior urethral valves 
anatomy and embryology, letter (Dewan), 2313 
reply by authors, 2313 
bladder and renal function related to late presentation of, 
letter (Dewan), 2748 
reply by authors, 2748 
feeling good in daily life with (Hellstrém et al), 1742 
method to assess ablation (Hani et al), 303 
myogenic bladder decompensation in boys with history of (An- 
droulakakis et al), 1184 
psychological long-term outcome in intersex conditions (Cohen- 
Kettenis), 1187 
puboplasty and aesthetic aspects of bladder exstrophy (Vander- 
brink et al), 1810 
staged pelvic closure of pubic diastasis in exstrophy-epispadias 
complex (Mathews et al), 2196 
surgical practice patterns in endoscopic management of uretero- 
celes (Byun and Merguerian), 1871 
editorial comment on (Smith), 1877 
total continence reconstruction (Casale et al), 1712 
use of mobilized sinus with total urogenital mobilization (Rink et 
al), 2205 
Urogenital sarcoma (Dotan et al), 2033 
editorial comment on (Sagalowsky), 2038 
Urokinase, for renal artery embolus (Lang et al), 1189 
Urologists 
acquiring renal collecting system access skills using virtual real- 
ity surgical simulator (Knudsen et’al), 2173 
assessing urinary diversion experience in urologic residency pro- 
grams (Chang et al), 691 
choices, editorial (Resnick), 2342 
Edward Loughborough Keyes (Stahl et al), 1946 
endoscopic surgical skill qualification system in Japan (Matsuda 
et al), 2168 
editorial comment on (McDougall), 2172 
evidence-based medicine: survey of AUA members (Sur et al), 
1127 
laparoscopic decision making (Samuelson et al), 1553 
malpractice in urology (Perrotti et al), 2154 
editorial comment on (Macchia), 2157 
new system to assess competence in laparoscopic surgery (Swan- 
strom et al), 1566 
orchiopexy practice patterns in New York State (Capello et al), 
3421180 
pediatric urology subspecialization and scholarly activity (Snow 
et al), 1868 
the surgeon-scientist: a challenge that can be met, editorial 
(Schaeffer), 9 
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survey of residency training in laparoscopic and robotic surgery 
(Duchene et al), 2158 
editorial comment on (Ost and Smith), 2167 
training and academic benefits of multi-institution 
minimally invasive urological oncology fellowship (Brown and 
Lewis), 2619 
editorial comment on (Venable), 2623 
we need to lead and not be led, editorial (Droller), 861 
what is a clinician to do—believe the patient or her urinary 
diary? (Kenton et al), 633 
editorial comment on (Ghoniem), 635 
Uronate peaks, and urinary hyaluronic acid correlate with inter- 
stitial cystitis severity (Lokeshwar et al), 1001 
Urothelial neoplasms 
CT criteria for high grade papillary urothelial carcinoma (Lang et 
al), 2683 
metastasectomy in advanced urological malignancies, review ar- 
ticle (Rasco et al), 1921 
stage divergence and survival after radical cystectomy for urothe- 
lial cancer (Hollenbeck et al), 61 
vitamins C and K3 sensitize urothelial tumors to gemcitabine 
(Kassouf et al), 1642. 
what’s the trouble with cytology?, editorial (Murphy), 2343 
UTI. See Urinary tract infection 
Vaccines 
enhancement of vaccine-mediated antitumor immunity after de- 
pletion of regulatory T cells (Dannull et al), 837 
liposomal MU1 vaccine BLP25 in PSA failures after radical pros- 
tatectomy (North et al), 91 
novel therapies for high risk metastatic prostate cancer (Brand 
and Tolcher), S76 
Vagina 
cystocele reduction during urodynamic evaluation using vaginal 
gauze pack (Gilleran et al), 1507 
posterior sagittal approach for revision vaginoplasty (Taghizadeh 
and Wilcox), 1185 
robotic assisted laparoscopic sacrocolpopexy for vaginal vault pro- 
lapse (Elliott et al), 655 
topical lignocaine for vaginismus (Praharaj et al), 1092 
vaginal discharge and bleeding in girls younger than 6 years 
(Striegel et al), 2632 
vaginal erosions associated with Mentor ObTape™ (Yamada et 
al), 651 
vaginal Lactobacillus crispatus CTV-05 adhesion and prevention 
of UTI (Kwok et al), 2050 
editorial comment on (Reid), 2054 
reply by authors, 2054 
Vaporization of prostate 
comparison of BPH treatments (Gupta et al), 1511 
outcome and cost analysis of BPH treatments (Stovsky et al), 
1500 
PlasmaKinetic®, vs TURP (Hon et al), 205 
Vardenafil 
PDE-5 isoforms and inhibitory effects of (Lin et al), 1242 
PDE5 inhibitors’ duration of response in treatment of ED (Dunn 
et al), 2150 
simultaneous administration with tamsulosin in BPH (Auerbach 
et al), 2122 
Varicocele 
benign vascular lesions of scrotum (Hubert et al), 2245 
induction of spermatogenesis in azoospermic men after repair of 
(Pasqualotto et al), 1549 
pediatric, Doppler ultrasonography to determine surgical ap- 
proach (Cimador et al), 2679 /’ 
relationship between obesity and (Handel et al), 2138 
editorial comment on (Brannigan), 2140 








| 
| 
| 
' 








SUBJECT INDEX 2839 


size does matter, editorial (Tanrikut and Goldstein), 1912 
ultrastructural sperm evaluation and 18, X and Y aneuploidies 
(Baccetti et al), 1549 
Varicocelectomy 
color Doppler ultrasound for prediction of outcome (Hussein), 
2141 
microsurgical, for bilateral vs unilateral repair (Libman et al), 
2602 
editorial comment on (Lipshultz), 2605 
Vascular endothelial growth factor (VEGF) 
stress-induced VEGF release from mouse bladder explants (Cao 
et al), 1208 
structural changes of intravesical ureter in VUR (Schwentner et 
al), 2212 
Vasculature P 
benign vascular lesions of scrotum (Hubert et al), 2245 
cavectomy for Wilms’ tumor with vascular extension (Ribeiro et 
al), 279 
editorial comment on (Broecker), 283 
color Doppler ultrasonographic location of bulbourethral artery 
(Kishore et al), 167 
conservative management of spontaneous branch renal artery 
dissection (Misrai et al), 2125 
differential response of arteries and veins to bipolar vessel seal- 
ing (Richter et al), 2742 
endothelial function after tadalafil for ED (Foresta et al), 685 
multidetector CT angiography to predict lumbar venous anatomy 
before donor nephrectomy (Schlunt et al), 2576 
editorial comment on (McLorie), 2581 
radiation induced late damage to small blood vessels in mouse 
bladder (Jaal and Dorr), 2696 
renal artery embolus treated with urokinase perfusion (Lang et 
al), 1189 
subcutaneous penile vein thrombosis (Al-Mwalad et al), 2523 
testicular vasculitis (Nigro et al), 2682 
vascular damage as risk factor for BPH and ED (Berger et al), 
2572 
vascular damage in diabetes mellitus as risk factor for BPH 
(Berger et al), 676 
venacavoscopy during nephrectomy for RCC with inferior vena 
caval thrombus (Lowentritt et al), 468 
Vasectomy 
cost effectiveness of sperm harvesting and cryopreservation dur- 
ing vasectomy reversal (Boyle et al), 2610 
no-needle jet anesthetic technique for no-scalpel vasectomy, letter 
(Weiss), 842 
persistent motile sperm after ligation band vasectomy (Levine et 
al), 2146 
in United States, 2002 (Barone et al), 232. 
editorial comment on (Sokal), 236 
VEGF. See Vascular endothelial growth factor 
Vena cava 
cavectomy for Wilms’ tumor with vascular extension (Ribeiro et 
al), 279 
editorial comment on (Broecker), 283 
venacavoscopy during nephrectomy for RCC with inferior vena 
caval thrombus (Lowentritt et al), 468 
Ventriculoperitoneal shunt, distal shunt obstruction in myelo- 
meningocele after bladder perforation (Barker et al), 1726 
editorial comment on (Bauer), 1728 
Vesicoureteral reflux (VUR) 
bladder volume predicts spontaneous resolution (McMillan et al), 
1838 
cost-effectiveness of dextranomer/hyaluronic acid for 
reflux correction at time of diagnosis (Benoit et al), 2649 
editorial comments on (Roth; Diamond), 2653 


substitution for surgical management (Benoit et al), 1588 
editorial comment on (Stovsky), 1592 
determinants of endoscopic VUR correction (Lorenzo et al), 1851 
endoscopic injection of dextranomer/hyaluronic acid to correct 
VUR after failed ureteroneocystostomy (Kitchens et al), 
1861 
endoscopic management in women with pyelonephritis (Okeke et 
al), 2219 
endoscopic treatment for high grade VUR in infants (Dawrant et 
al), 1847 
endoscopic treatment for persisting mesonephric duct (Kajbafza- 
deh and Payabvash), 2657 
familial 
gender effects (Pirker et al), 1776 
renal scarring in (Pirker et al), 1842 
editorial comment on (Hollowell), 1846 
initial renal and bladder function and outcome of (Yeung et al), 
1152 
editorial comment on (Peters), 1156 
instillation of contrast cystogram after dextranomer/hyaluronic 
acid (Pinto et al), 2654 
laparoscopic transvesical ureteral reimplantation (Kutikov et al), 
2222 
editorial comment on (Franco), 2225 
reply by authors, 2225 
long-term outcome of sigmoidocolocystoplasty in myelodysplasia 
and neurogenic bladder (Hayashi et al), 1806 
management in era of dextranomer/hyaluronic acid copolymer 
(Lendvay et al), 1865 
method to assess posterior urethral valve ablation (Hani et al), 
303 
postoperative ureteral obstruction after subureteral injection of 
dextranomer/hyaluronic acid (Vandersteen et al), 1593 
primary VUR and urinary antibiotic prophylaxis after pyelone- 
phritis (Garin et al), 739 
redo ureteroneocystostomy for reflux after pediatric renal trans- 
plant (Krishnan et al), 1582 
editorial comment on (Barry), 1587 
reference ranges for cystographic bladder capacity in children 
(Bael et al), 1596 
salvage extravesical ureteral reimplantation after failed endo- 
scopic surgery for (Elmore et al), 1158 
single center experience with endoscopic management, letter (De- 
wan), 2746 
reply by authors, 2747 
structural changes of intravesical ureter in (Schwentner et al), 
2212 
subureteral injection of dextranomer/hyaluronic acid as first line 
treatment for (Puri et al), 1856 
editorial comment on (Furness), 1859 
timing of follow-up voiding cystourethrogram in (Thompson et al), 
2244 
Vitamins. See also Diet and nutrition 
bladder cancer prevention—could a carrot be the stick? (Konety), 864 
chemoprevention for bladder cancer, review article (Busby and 
Kamat), 1914 
oral vitamin E and intralesional interferon a-2b for Peyronie’s 
disease (Inal et al), 1092 ; 
retinoic acid inhibits 24-hydroxylase in prostate stromal cells 
(Lou et al), 2572 
vitamin C and vitamin K3 sensitize urothelial tumors to gemci- 
tabine (Kassouf et al), 1642 
Voiding. See also Urinary incontinence 
abnormal urine flow before and after correction of distal hypo- 
spadias (Wolffenbuttel et al), 1733 
editorial comment on (Zaontz), 1736 
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bladder diary volume per void measurements in detrusor overac- 
tivity (Amundsen et al), 2530 
botulinum-A toxin for refractory voiding dysfunction in children 
(Radojicic et al), 332 
editorial comment on (Djurhuus), 336 
diurnal variation in arginine vasopressin and nocturnal polyuria 
(Natsume), 660 
effect of ADH on nocturia in elderly men (Ho et al), 210 
effect of different sized transurethral catheters on pressure-flow 
studies in women (Scaldazza and Morosetti), 2567 
electrodes for EMG documentation of urethral sphincter relax- 
ation during (Mahajan et al), 1510 
frequency and nocturia after renal transplantation (Zermann et 
al), 1063 ; 
full bladder renal scintigraphy in patients with severe bladder 
dysfunction (Nagabhushan et al), 1481 
incidence of nocturia in 50 to 80-year-old Finnish men (Hakkinen 
et al), 2541 
editorial comment on (Weiss), 2545 
incidence of primary and recurrent acute urinary retention in 
England, 1998-2003 (Cathcart et al), 200 
editorial comment on (McNeill), 204 
nocturia and circadian blood pressure profile (Graugaard-Jensen 
et al), 1034 
editorial comment on (Weiss), 1039 
nocturnal enuresis in adolescents and adults and childhood elim- 
ination symptoms (Bower et al), 1771 
peripheral and central nicotinic receptors in micturition reflex in 
rats (Masuda et al), 374 
quality of life and voiding variables in patients treated with 
percutaneous tibial nerve stimulation (van der Pal et al), 
2120 
sacral vs pudendal nerve stimulation for voiding dysfunction 
(Peters et al), 212 
editorial comment on (Wein), 212 
standardization of terminology of lower urinary tract function in 
children and adolescents (Nevéus et al), 313 
urinary retention in women (Kavia et al), 1508 
urodynamics for refractory nonneurogenic dysfunctional voiding 
in children (Kaufman et al), 1835 
variation in isovolumetric bladder pressure and categorization of 
obstruction according to bladder volume (Harding et al), 
172 
voiding dysfunction after removal of eroded synthetic mid ure- 
thral slings (Starkman et al), 1040 (retraction, 2749) 
Voiding cystourethrography 
propofol sedation in children undergoing (Merguerian et al), 299 
and Q-tip test to assess urethral hypermobility in stress urinary 
incontinence (Walsh et al), 646 
editorial comment on (Daneshgari), 650 
timing of follow-up voiding cystourethrogram in VUR (Thompson 
et al), 2244 
Vulvar epithelium, arousing properties of, review article (Martin- 
Alguacil et al), 456 
VUR. See Vesicoureteral reflux 
Walker, R. Dixon, Pediatric Urology Medal, 1700 
WHO. See World Health Organization 
Wilms’ tumor 
bilateral, renal function and outcome after salvage surgery for 
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